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PREFACE. 



The experiments contained in this book were commenced 
early in January, 1877, and were pursued with but slight inter- 
ruptions until March of the present year, the total number of 
observations made in this time being upward of sixty thousand. 
These observations have been carefully sifted, and only those 
accepted which were made under conditions where it was certain 
that the greatest caution had been exercised to avoid all sources 
of error. 

Nearly the whole of Parts I and II, and a small portion of 
Part III, were communicated to the Royal Society in March and 
June, 1878.* Since the time of these communications, the 
author has made a great number of additional observations, and 
has found reason to modify slightly some of the views then ex- 
pressed on the effect of mental activity on the temperature of the 
head. The unavoidably sudden and premature closing of the 
investigations has left unsolved two questions which the author 
had intended specially to examine, namely, the relative tempera- 
tures, in the quiescent mental condition, of different portions of 
the surface of the head, taken in larger areas than the subdivisions 
adopted in the present experiments ; and the effect of simple 
attention to visual and auditory impressions on the temperature of 
different parts of the head ; this latter being an enquiry for the 

* 'Proceedings of the Royal Society,' No. 186, p. i, March 7th, 1878; 
No. 188, p. 457, June 20th, 1878. 
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suggestion of which the author is indebted to Dr. Charlton 
Bastian. 

The author's thanks are due to Dr. Brown-Sequard and to 
Dr. Bastian for valuable advice. He is also greatly indebted to 
Dr. Frederic H. Haynes, of Leamington, for much personal 
assistance, many of the most important results obtained being, in 
a great measure, due to the unfailing patience and intelligent 
interest shown by Dr. Haynes. 



London ; December, 1879. 
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INTRODUCTION. 

The investigations contained in this worlc had in view the 
following primary objects : — 

1st. To determine, as far as possible, by a great number of 
carefully made observations, the normal relative temperatures of 
different portions of the surface of the head, when the brain is 
comparatively inactive. 

and. To study the effect of different mental states on the tem- 
perature of different portions of the surface of the head. 



' With regard to the first of these ultimate objects, it is easy to see 
that everything depends upon an accurate knowledge of the normal 
relative temperatures of the different portions of the surface of the 
head, and the variations of such temperatures within the limits of 
health. Without this preliminary knowledge, the examination of 

I 
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INTRODUCTION. 

The investigations contained in this work had in view the 
following primary objects : — 

1st. To determine, as far as possible, by a great number of 
carefully made observations, the normal relative temperatures of 
different portions of the surface of the head, when the brain is 
comparatively inactive. 

and. To study the effect of different mental states on the tem- 
perature of different portions of the surface of the head. 

The ultimate objects were also two, — namely :— 

1st. To furnish, if possible, some reliable data as a starting 
point for examining the temperature of the surface of the head in 
morbid cerebral conditions. 

2nd. To see if, from an examination of the relative temperatures 
of different portions of the surface of the head during increased 
mental action, any information could be obtained as to the com- 
parative importance of the parts played by different portions of 
the surface of the brain in intellectual work and in the various 
emotions. 

With regard to the first of these ultimate objects, it is easy to see 
that everything depends upon an accurate knowledge of the normal 
relative temperatures of the different portions of the surface of the 
head, and the variations of such temperatures within the limits of 
health. Without this preliminary knowledge, the examination of 

I 
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the temperature of the surface of the head can lead to no definite 
conclusions as to the existence of localized cerebral disorder. 

So far as the author is aware, Dr. Wm. A. Hammond of New 
York, was the first to indicate that a difference of temperature 
between the two sides of the head exists in health. In 1875, Dr. 
Hammond, employing a thermo-electric apparatus devised by the 
author the year previous, came to the conclusion, from observations 
made on a large number of individuals, that the left side of the 
head has a higher temperature than the right side.* Unfortu- 
nately, the abstract of Dr. Hammond's paper, in the author's 
possession, does not specify the exact part oi the. head experimented 
on, — a matter of great importance, as will be seen farther on. 
It is, therefore, impossible to compare Dr. Hammond's results 
with those to be given in the present work. 

In 1877, M. Broca communicated to the French Medical Asso- 
ciation the results of experiments made by him, with thermometers, 
on the relative and absolute temperatures of different parts of the 
surface of the head. M. Broca states that in the normal quiescent 
mental and physical condition, the temperature is always higher 
on the left side than on the right side, in the frontal, temporal, and 
occipital regions. He has also found that the frontal region has 
normally the highest absolute temperature, the temporal region 
coming next, and the posterior region last, in point of thermal 
activity.f 

It will be seen that the author's investigations lead to con- 
clusions differing materially from those arrived at by M. Broca. J 

With regard to the second of the ultimate objects of the present 
investigations, namely, the relative effect on the temperature of 
different parts of the surface of the head of intellectual and 
emotional activity, it is evident that here also a thorough acquaint- 
ance with the relative temperatures of the different parts of the 
surface of the head in the quiescent mental condition is of value, 
although not absolutely essential, as a large part of the investi- 
gations on this subject may be pursued independently of any 

* Dr. Hammond's paper was read at a meeting of the New York Neuro- 
logical Society, October ^.th, 1875. 

f 'Revue Scientifique,' September ijth, 1877. 

X Dr. L. C. Gray of Brooklyn, N. Y., has also investigated, still more 
recently, this subject. ('New York Medical Journal,' August, 1878.) 
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particular knowledge of the relative temperatures of the parts 
experimented on, when the brain is inactive. 

What has been already done in the subject of the effect of mental 
activity on the temperature of the head may be summed up in a 
few words. 

In 1866 the author commenced a series of experiments, with 
thermo-electric apparatus, on the temperature of the human head 
in the quiescent mental condition, and in the states of intellectual 
and emotional activity. These experiments showed that the 
exercise of the higher intellectual faculties, as well as the different 
emotions, caused a rise of temperature in the head perceptible 
through the medium of delicate apparatus. Merely arousing the 
attention could produce the same result. These investigations 
were published in June 1867.* Toward the close of the latter 
year. Professor Moritz SchifF, who had been working indepen- 
dently of any knowledge of what the author had been doing, 
communicated to the Museum of Natural History of Florence 
results of a similar nature.f In 1870 Professor SchifF pub- 
lished an account of a series of investigations made directly upon 
the brain of animals, which decisively proved that mental exertion 
is accompanied by an elevation of temperature in the brain. 
M. Broca, in the investigations already alluded to, has also found 
an elevation of temperature, in the human head, during increased 
mental activity ; and still more recently, M. Paul Bert has likewise 
arrived at a similar result, f 

In this work, after examining at some length the instruments 
employed and the experimental methods adopted in the investiga- 
tions, we will consider, first, the normal relative temperatures of 
different parts of the surface of the head, taken in small spaces, in 
the inactive mental state ; and, second, the changes of temperature 
in these spaces produced by intellectual and emotional activity. 

* ' New York Medical Journal,' June, 1867; and ' Archives de Physiologic,' 
September — October, 1868. 

f 'Archives de Physiologie,' t. iii, p. 6, 1870. 
J 'British Medical Journal,' April 19th, 1879. 
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Description of Apparatus employed and Experi- 
mental Methods adopted in the Examination 
OF the Temperature of the Head. 



CHAPTER I. 



thermometers. — currents in THERMO-PILES. — PHENOMENA 

OF REVERSE CURRENTS. — INEQUALITY OF PILES ITS CAUSES, 

DETECTION, AND REMEDY. 

Both thermometers and thermo-electric apparatus have been 
employed in these experiments, but thermo-electric apparatus has 
been principally used. The author does not consider ther- 
mometers very reliable in investigations of the kind in question, 
for the reason, that they cannot be pressed dovsrn firmly enough 
upon the surface to empty the superficial vessels. The best form 
of this instrument, for the purpose in hand, with wrhich the author 
is acquainted, is the surface thermometer of Dr. E. Seguin of 
New York.* When ordinary thermometers are used, the side 
of the bulb not in contact with the skin is protected by a cap of 
cork lined with wool. In the experiments on the efivsct of mental 
activity, thermo-electric apparatus is, in the majority of cases, 
indispensable, to follow the slight and irregular changes in tem- 
perature which occur. 

With regard to the thermo-electric apparatus made use of, 
much more must be said. The successful employment of delicate 
apparatus of this kind, in such investigations as we have to deal 
with, requires the greatest care and a good deal of practical 
experience. We will therefore consider somewhat fully the 

* Dr. L. C. Gray has improved Dr. Seguin's thermometer, (Op. cit.) 
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ways of experimenting with thermo-electric apparatus, and the 
errors to be avoided in its use. 

We will start with an examination of certain fundamental 
principles of thermo-electric piles, which have an important bear- 
ing on the use of the latter in such experiments as the present, 
and which are not treated of in ordinary works on physics. 

Thermo-electric Piles. 

In a single thermo-electric pair composed of two metals, with 
conducting wires of the same metal each as the other, but 
different from those of the pile, we have three currents, namely, — 
the current proper of the pile, arising from the heating or cooling 
of the junction of the two metals forming the pile, — and a current 
produced by the heating or cooling of the junction of each of the 
two conducting wires with the metals of the piles, — these latter 
currents arising secondarily to the first current, by conduction 
from or to the junction proper of the pile. 

Suppose we have a pile composed of bismuth and antimony, 
with copper conducting wires ; — when heat is applied to the 
bismuth-antimony junction, a current is developed, passing across 
the junction from the bismuth to the antimony, the current thus 
produced being equal to 35, compared with a silver-copper pair as 
unity. This current will have a strength proportionate, within 
certain limits, to the difference of temperature between the pile, 
at the moment of the experiment, and the source of heat applied ; 
and as the pile, in its quiescent state, will be at the temperature 
of the air, the strength of the current will be a measure of the 
difference of temperature between the air and the source of heat 
applied. 

After a longer or shorter time — according to various circum- 
stances to be hereafter examined — the conduction of heat from 
the junction of the pile to the farther ends of the bismuth-anti- 
mony bars, comes to affect the points of the latter with which 
are connected the copper conducting wires, and at each of these 
points a current is developed. In the bismuth-copper junction, 
the current goes from the bismuth to the copper through the 
junction, thus opposing the current proper of the pile ; in the 
antimony-copper junction, the current goes from the copper to 
the antimony through the junction, thus also opposing the current 
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proper of the pile. The bismuth-copper junction gives a current 
equal to 24 (using the same standard of comparison as above) ; 
and the antimony copper-junction gives a current equal to 1 1 ; — 
the two together, therefore, giving a total current equal to that of 
the bismuth-antimony pair. If, then, the two farther ends of the 
bars composing the pile were heated to the same degree as the 
bismuth-antimony junction, the opposing currents would neutral- 
ise each other, and no effect would be produced on a galvano- 
meter introduced into the circuit of the pile and its wires. As it 
is, however, — unless the bars be extremely short, — the bismuth- 
antimony junction receives more heat per unit of time than is 
conveyed to the other two junctions by conduction, so that the 
current proper of the pile predominates. Of course if cold 
instead of heat be applied to . the pile, the above-mentioned 
currents have their directions reversed, but the principle remains 
the same. 

Suppose now a pile, such as has just been described, with a 
galvanometer in the circuit, to have its exposed face, i. e. the 
bismuth-antimony junction, applied to the surface of the body. 
We will have, first, the effect on the galvanometer of the current 
proper of the pile, which, we will suppose, keeps the needle at 
20° deflection when its oscillations have come to an end. The 
needle does not, however, long remain at this point ; sooner or 
later, it begins to move backward toward zero ; and finally takes 
up a position between the latter point and 20°.* This backward 
movement of the needle is due to two causes, one of which exists 
in the pile itself and the other in the tissues examined : at the 
present moment we are concerned only with the former cause. 
The backward movement of the needle, so far as the pile is con- 
cerned, is the result of the secondary currents excited in the 
bismuth-copper and antimony-copper junctions by the conduction 
of heat along the bars of the pile from its face. If the supply of 
heat to the face of the pile be small, but little will reach the 
remote junctions, and the retrogression of the needle will be long 
in showing itself, and will be of limited extent. If, however, the 
supply of heat be plentiful, — as is usually the case with warm- 
blooded animals, — an approach to equalisation of temperature in 

* It frequently happens that the retrogression of the needle commences 
immediately on the cessation of its oscillations, there being no preliminary 
pause. 
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the whole pile will soon take place, and the retrograde movement 
of the needle will be prompt and decided.* 

The rapidity and extent of retrogression of the needle is also 
influenced by the following conditions, namely : — 

The length and thickness of the bars composing the pile. 

The degree in which the bars are protected in their course, 
beyond the face of the pile, from the surrounding atmosphere and 
neighbouring bodies. 

The conducting powers and specific heats of the metals com- 
posing the piles. 

Thus long bars will, other things being equal, give a less 
prompt and less extended retrogression of the needle than short 
bars ; and the same is true of bars of small sectional area com- 
pared with thicker ones.f 

Again, bars thinly covered, will give a less prompt and extended 
retrogression of the needle than those thickly enveloped in badly- 
conducting material ; for, in the latter case, the Joss of heat to the 
surrounding medium being reduced to a minimum, there is a ten- 
dency to complete equalisation of temperature throughout the 
whole pile. 

Further, bars composed of substances of high conducting power 
will give a prompter and more extended retrogression of the needle 

• In piles composed of bad conductors of heat, and in which the bars are 
well protected on their sides and farther ends from the surrounding medium, 
the reverse or secondaiy currents may be made to manifest themselves very 
strikingly in the following manner : — The pile having been subjected for some 
little time to a source of heat considerably above the temperature of the air, is 
placed in a protected situation, and left to itself. The deflection of the needle 
diminishes gradually to zero, — when we see the needle, instead of stopping at this 
ioint, pass steadily along on the opposite side of the scale to a considerable distance. 
The reason of this peculiar movement, is, that the face of the pile, being more 
exposed to the air than the farther junctions, attains the temperature of the 
surrounding medium more quickly than do the remote ends of the bars,— hence 
the current proper ceases before the reverse currents have come to an end, and 
the latter carry the needle over to the opposite side of the scale. 

f If the bars composing the pile be thoroughly protected from the surround- 
ing atmosphere and neighbouring bodies, it will be found that the statement 
that thin bars show the reverse currents less quickly than thick bars is not 
correct. Where the bars are not protected from cooling influences, the bar of 
small sectional area loses heat more rapidly than the one of large sectional 
area j but when well covered with non-conducting material the thinner bar 
will become heated throughout its whole length more quickly than the thicker 
bar by reason of its smaller mass. 
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than bars made of substances of low conductivity ; and, on the 
contrary, bars composed of substances possessing high specific heats 
will give, other things being equal, a more tardy and less extended 
retrogression of the needle than bars composed of substances having 
a low specific heat. 

It will be seen from what has been stated, that we have our 
choice of two ways of observing differences of temperature with 
the galvanometer, — namely, either to take the deflection at the 
moment when the needle first comes to rest, before the secondary 
currents have time to develop themselves, or to wait until these 
currents have reached their maximum, and the whole fule has 
attained a permanent thermal condition. Of these two courses 
the latter is usually the better, but it is more tedious than the 
former, and consequently inconvenient when it is desirable to 
make a number of observations in a short space of time. 

But there is a point now to be considered, bearing more or less 
upon all varieties of piles, which demands serious attention. It is 
this ; — It is very diiScult to make piles of equal current strengths, 
where great sensitiveness is required. The author has sometimes, 
by accident, obtained piles of equa^ powers, but no amount of care 
in the casting or putting together of the bars seems to ensure 
equality. 

This inequality is due both to differences of resistance and dif- 
ferences of electro-motive force. The first-mentioned difficulty 
is, of course, got over readily by putting both piles in the same 
circuit ; but the second difficulty is not so easily obviated. We 
must, in the first place, put the two piles in parallel circuits, and 
then introduce into the circuit of the one which has the stronger 
current a sufficient resistance to reduce the strength of the current 
to equality with that of the weaker pile.* 

To do this, we expose the faces of the two piles to the same 
degree of heat or cold, and, waiting until the retrogression of the 
needle has come to an end, then introduce the requisite resistance 
in the circuit of the stronger pile to bring the needle to zero. 
The piles are now equal as regards their permanent thermal condi- 
tion ; but, unfortunately, it does not by any means follow that 
they will be found to possess equal current strengths when exa- 
mined at a period anterior to the establishment of the permanent 

* We are here supposing the use of two piles, for purposes of comparisori, 
with the directions of their currents opposed to each oth?r. 
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thermal state. If examined at the moment when the needle first 
comes to rest, and before the secondary currents manifest them- 
selves, it will often be found that the resistance which produces 
equality when the permanent thermal condition is established, /;■ 
not the correct resistance for this earlier stage. The reason of this 
is, — that the electro-motive forces of the secondary currents do not^ in 
the two piles, bear the same proportions to their respective currents 
proper. 

Thus, suppose the currents proper of the two piles to be repre- 
sented by 10 and 5, respectively ; — a certain resistance introduced 
into the circuit of the stronger pile reduces its current strength to 5, 
— the same as the other. But now suppose that the reverse currents 
bear the proportions of 7 and 4; the resistance introduced has halved 
the strength of the secondary currents in the stronger pile, so that 
now these currents are represented by 3'_5 instead of 7. When the 
secondary currents in both piles begin to act, the effective strength 
of the current proper of the first pile will be, 5 — 3-5 = i-_5 ; while 
the effective strength of the current proper of the second pile will 
be, 5 — 4 ^= I ; the two piles are consequently unequal at this phase 
of the observation. Of course, reversing the order of things, and 
making the piles equal after the establishment of the secondary 
currents, would be to render them unequal in the first phase of 
the observation. 

Such a state of things as that just described frequently exists in 
thermo-piles. It is therefore necessary to vary the resistance of 
the circuit of the stronger pile according to the phase of the obser- 
vation ; and the proper limits for the employment of each resistance 
must be determined by a careful testing, for each pair of piles. 

We will now examine the methods adopted in the experiments 
made to detect and correct inequalities of current strength in the 
two piles. 

To know if our piles are equal in strength, we must expose 
them both to the same constant source of heat or cold. This may 
be done in several ways. We may immerse the faces of the piles 
in water or oil having a temperature above that of the air ; or we 
may immerse them in melting ice. It is very difficult, however, 
to keep the tempierature of the water or oil constant when such 
temperature differs considerably from that of the air, no matter 
what appliances are used ; and if rapid variations of temperature 
occur, the two piles may not act with equal quickness, even when 
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their final current strengths are the same. With melting ice 
these difficulties are avoided. 

Water simply exposed to the air in a room of pretty even 
temperature will keep at from half a degree to a degree centigrade 
below the air. By carefully watching the temperature and degree 
of moisture of the air of the room, we can keep the water at a 
sufficiently constant temperature for testing the equality of our 
piles. This would seem, therefore, a ready and safe method of 
testing ; — but although correct enough under certain circumstances, 
it does not embrace all the conditions essentia] to an accurate 
determination of the respective strengths of the piles under cir- 
cumstances where they are exposed to temperatures differing much 
more from the temperature of the air, than the difference between 
the latter and the water, in the above experiment. It must be 
understood that when two piles, opposed to each other, are 
exposed to a temperature differing from that of the air, each pile 
produces a current proportionate to the degree of difference exist- 
ing between the temperature of the air and the new temperature 
affecting the face of the pile. If the piles possess equal power, 
exposure to the same degree of heat or cold will produce equal 
opposing currents, and the needle of the galvanometer will be un- 
affected. But if one pile is stronger than the other, the current 
of the former will predominate by an amount equal to the diffe- 
rence between the independent current-strengths of the two piles. 
Thus if one pile, acting alone, will, for a given thermometric 
difference, produce a deflection of the needle of 20° of the galvano- 
meter scale, and the other pile, acting alone, will, for the same 
difference of temperature, produce a deflection of 10°, the two piles, 
acting at the same time, in opposition to each other, will give a 
deflection of 10° in favour of the first pile. 

Suppose now the temperature of the water in which the faces 
of the piles are immersed to be 9° C. (48"2° F.), and that of the 
air to be 10° C. (50" F.) ; and that, for a difference of 1° C. 
(i"8° F.), one pile gives a deflection of 100° of the galvanometer 
scale and the other pile gives a deflection of 9975°. If we are 
using a Thomson galvanometer, 0'25° cannot be read on the 
scale, and consequently the needle would, to all appearances, be 
unaffected when the two piles were opposed to each other, and we 
would, therefore, conclude that they were of equal strength. 
But now suppose the piles exposed to a temperature of 36° C. 
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(96*8° F.), the temperature of the air remaining the same as 
before. As the piles in the former instance gave, for a difference 
of 1° C, deflections of 100° and 99*75° of the galvanometer scale, 
respectively, — so now for a difference of 26° C. (46"8° F.), the first 
pile will give a deflection of 2600°, and the second pile a deflec- 
tion of 2_593"5° ; and the two acting together against each other, 
will give a deflection of 6'5° in favour of the first pile. 

This shows us the necessity, in testing the equality of piles, of 
employing temperatures differing as much from the temperature 
of the surrounding medium as the latter usually differs from the 
animal temperature. 

The author has found the human body itself to furnish the most 
reliable means of testing the equality of piles. 

We may test by means of the surface of the body in two ways. 
The first way is as follows : — 

A space is selected on the skin, — usually on the thigh, — and 
surrounded with cotton wool and flannel, leaving only a small 
opening in the coverings just large enough to admit the faces of 
the two piles placed closely side by side. After the piles are 
applied, several minutes are allowed to elapse before the circuit is 
closed, in order to give time for the establishment of the perma- 
nent thermal condition in the piles.* 

This apparently simple procedure, in reality requires much 
more care and time than would, at first sight, seem necessary. 
To begin with, // is not always easy to find two points on the skin 
which have exactly the same temperature^ when examined with 
delicate apparatus, even when these points are not more than a centi- 
metre (o"3937 inch) apart. Certain parts of the body are, how- 
ever, of more uniform temperature than others, and experience 
has pointed out the anterior surface of the thigh as one of the 
regions best suited to the purpose in view. 

The piles are previously tested in water to obtain an approxi- 
mate estimate of the difference between them, and the experiment 
is then conducted as before described. 

If after closing the circuit, we have a deflection, this deflection 
may be due either to a difference in the strength of the piles or to 
a difference of temperature in the two points on which the piles 
are placed, or to both these causes combined. To ascertain which 
of the causes is chiefly or solely instrumental in producing the 
* The piles are applied with handles described farther on. 
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deflection, we reverse the positions of the two piles, placing each 
in the former position of the other. If the sole influencing cause 
of the deflection be a difference in the strength of the two piles, 
the needle will still be deflected, in the same direction, and to the 
same extent, as before ; but if the deflection be due entirely to 
a difJerence in the temperature of the two points examined, the 
needle will now be deflected to the side of the scale opposite to 
that to which it was first deflected, the extent of the deflection 
being the same as in the first instance. It will frequently be found, 
however, that the deflection is due to both the causes specified 
combined. If now, the deflection be slight, we remove the 
coverings from the thigh and place over the region under examina- 
tion, a piece of heavy felt, some lOO mm. (3"93 inches) square, 
which is fastened to the limb by means of tapes. In this felt there 
is an opening just large enough to admit the ends of the piles 
when the latter are placed as closely together as possible. On 
the under surface of the felt, around the opening, and extending 
for a centimetre (0*3937 inch) from its borders, is a thin copper 
plate, the object of which is to facilitate equalization of tempera- 
ture in the two points upon which the piles are to be placed, by 
connecting them by a good conductor. The piles are now applied, 
and the limb carefully wrapped up. After some minutes, the 
connection is made with the galvanometer, and the deflection 
noted. The piles are now shifted, each over to the place of the 
other, and the deflection again noted. If the deflection persists in 
the same direction, and to the same extent, we know that the 
cause of the inequality lies in the piles themselves, and we 
introduce into the circuit of the stronger pile the requisite resist- 
ance to bring the needle back to zero. If, however, the deflection 
is not the same in direction and degree, and is, therefore, partly, 
at least, due to a difference of temperature between the two places 
examined, we must first determine, as closely as possible, how much 
of the deflection is due to each of the two causes enumerated. 

Let us designate the two piles by "a " and "b," respectively, 
and the two points of the thigh by " A " and " B," respectively ; 
and let " a," in the first instance, be placed upon "A," and " b " be 
placed upon " B." Further, let us suppose that, for the same 
difference of temperature, the strength of " a " is equal to 3, and 
that of " b " is equal to 2 ; and that " A " and " B " have the 
same temperature, which we will call 2. With " a " on " A," and 
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"b" on " B," the independent currents of the two piles will be re- 
spectively, 3 X a = 6 ; and, 2 x 2=4; and with the two piles 
acting at once against each other, the deflection will be, 6—4 = 2, 
in favour of "a." Changing the positions of the piles will make no 
difference, the balance in favour of " a " still remaining the same. 

Next, let the piles be equal in strength, and the two points of 
the thigh of unequal temperature. We have here simply to 
transpose the values representing the strengths of the piles and the 
temperatures of the points of the skin, so that, " A " is equal to 
3, " B " equal to 2, and " a " and " b " each equal to 2. In this 
arrangement the deflection will pass from one side to the other, 
according as "a" or "b" is, in turn, placed upon the hotter 
point " A." From these two cases we derive the following rules : 

Rule 1. — When, on shifting the piles into each other's places, 
the direction and extent of the deflection remain the same, the 
cause of the inequality is the greater strength of the pile on the 
side of which the deflection exists. 

Rule 2, — When, on shifting the piles into each other's places, 
the deflection passes over to the other side of the scale, its extent 
remaining the same, the inequality is due to a difference of tem- 
perature between the two points of the body, the hotter being the 
one on which that pile is placed which corresponds to the direction 
of the deflection at the given moment. 

But now suppose " a" to be equal to 8 ; " b '' to be equal to 
4 ; " A " to be equal to 3, and " B " to be equal to 2. With 
" a " on " A," and " b " on " B," the independent currents will 
be, respectively, 8 x 3 = 24 ; and 4x2=8; and with the 
two currents opposed, there will be a deflection of 24—8 = 16 
in favour of "a." After shifting the piles, the independent 
currents will be, respectively, 8 x 2=16; and 4x3 = 
12 j and the deflection, when the two currents are opposed, will 
be 4, still in favour of " a." If we cause the values of " a " and 
" b " to change places with those of " A " and " B," respectively, 
we have with " a " on " A," and " b " on " B," the independent 
currents, " a" = 3 x 8 = 24 ; and " b " =2 x 4 = 8, the 
same as before, and the same deflection of 16 in favour of "a," 
when the two currents are opposed to each other. But when the 
piles are shifted, the independent currents become, " a " = 3x4 
= i2j and "b''=2 x 8= 16; hence, when the two currents 
are opposed, the needle passes over to the side of " b," and takes 
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up a position of 4. From these cases we deduce two more rules, 
namely : 

Rule 3. — If, on shifting the piles into each other's places, the 
deflection remains on the same side of the scale, although dimi- 
nished or increased, the inequality is more owing to differences 
in the strength of the piles than to differences in the temperature 
of the parts examined. 

Rule 4. — If, on shifting the piles into each other's places, the 
deflection passes over to the opposite side of the scale, its extent 
being either diminished or increased, the principal cause of the 
inequality is a difference of temperature between the two parts 
examined. 

We have not unfrequently to do with still another condition of 
things, in which the action of the needle is different from any- 
thing thus far described. This is what occurs in the cases in 
question : — After applying the piles for the proper time, we find 
on closing the circuit that the needle remains motionless at zero : 
if, however, we reverse the positions of the piles we see the needle 
move up on one side or other of zero, and remain permanently 
deflected. This happens when the current strengths of the two 
piles, although different from each other, are yet in the same 
proportion to each other as are the temperatures of the two points 
examined to each other. Thus suppose "a" to be equal to 8, 
" b " to be equal to 4, " A " to be equal to 10, and " B " to be 
equal to 5 ; and that, in the first instance, " a " be placed on " B," 
and " b " be placed on " A ;" the current of" a " is now 8x5 = 
40, and the current of"b"4 X 10 = 40, — hence there is no 
deflection when the two currents are opposed to each other. On 
shifting "a" to " A," and " b " to " B," the current of "a" be- 
comes 8 X 10 = 80, and the current of "b" becomes 4x5 = 
20, — consequently when the two currents are opposed there is a 
deflection of 60 on the side of " a." From the preceding results, 
we obtain the following additional rule : 

Rule 5. If the needle remains at zero at the first observation, 
and, on shifting the piles into each other's places, is deflected to one 
side of zero, the two piles differ from each other in strength in the 
same proportion as that in which the two parts examined differ 
from each other in temperature ; and the pile corresponding to 
the side of the scale on which the deflection takes place, and the 
part to which this pile is applied, are, respectively, the one stronger 
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in current, and the other higher in temperature, than the other 
pile and part. 

If, after applying the above rules, we find that the deflection of 
the needle is chiefly due to a difference in temperature of the two 
parts examined, we must try two new points ; and so on, until we 
find two points of sufficiently equal temperatures. 

The second method of testing the equality of the piles by 
means of the body is as follows : 

The piles are tied together, side by side, so as to bring them 
into close proximity with each other, taking care to have their 
faces level with each other. They are then enveloped in layers 
of cotton wool and flannel, leaving only their faces exposed, 
and the bundle thus constituted is pushed into a wooden shell, 
open at both ends, until the faces of the piles are 15 mm. 
(o'59 inch) distant from the end of the shell opposite to that at 
which they were introduced. This shell has a length of 70 mm. 
(275 inches), and its transverse section measures 50 mm. [i'<)b 
inch) by 35 mm. (i"37 inch). The shell thus enclosing the 
piles is next wrapped around with thick layers of flannel, and the 
end nearest to the faces of the piles is applied to the front of the 
thigh, which is then carefully covered. The faces of the piles are 
thus enclosed in a small chamber, the floor of which is formed by 
the surface of the thigh, which the piles do not, however, touch. 
The temperature of such a chamber may rise to 35° C. (95° F.), 
at the end of twenty minutes, when the temperature of the sur- 
rounding atmosphere is 16° C. (6o'8° F.). 

This method possesses the advantage over the preceding one, 
that it is not necessary to search for two points of equal tem- 
perature. 

In testing piles for equality in the early stage of an observation, 
before the reverse currents have set in, we simply shorten the 
time occupied in the method of procedure given above for testing 
by direct application to the thigh. The second method of testing 
cannot be employed for the first phase of an observation, as the 
time required to warm the enclosure of the wooden shell is too 
long, and allows the development of the secondary currents to 
to take place. 



CHAPTER II. 

METHODS OF TESTING THE RELATIVE TEMPERATURES OF TWO 
PARTS. — DIFFERENT MOVEMENTS OF THE GALVANOMETER 
NEEDLES, AND THEIR CAUSES. — COMPOSITION AND CONSTRUC- 
TION OF THERMO-PILES EMPLOYED. — RHOESTAT AND KEYS. — 
GALVANOMETERS. 

Our piles having been tested, let us suppose an experiment 
made to determine the difference of temperature between two 
points on the surface of the body, employing the first of the two 
methods of observation mentioned on p. 8, namely, that of taking 
the deflection of the needle before the reverse currents com- 
mence. 

Having the proper resistance for this phase of observation 
introduced into the circuit of the stronger pile, and having seen 
that the needle is at zero, when the general circuit is closed, we 
open the circuit, apply the piles, and immediately close the circuit 
again, and watch the movement of the needle. If the first swing 
or impulsion of the needle is great, it is better to stop the experi- 
ment at this point, and to diminish the delicacy of the galvano- 
meter by reducing the degree of astasy of the needles,* or by 
shunting a portion of the combined currents, — otherwise, the 
needle may be so long in coming to rest that the reverse currents 
will have time to establish themselves. The delicacy of the 
galvanometer having been reduced, we proceed as before, and 
note the degree of deflection when the needle first becomes 
stationary. 

Next, suppose that we adopt the second method, namely, that 
of waiting until the reverse currents have attained their maximum. 

Having introduced the proper resistance for this stage of obser- 

* It is here supposed that the galvanometer is provided with a controlling 
magnet. 
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vation, and supposing the reverse currents not to bear the same 
proportions to their respective currents proper, we observe the 
following phenomena on closing the circuit immediately after 
applying the piles. 

1st. The needle may be deflected, in the first moments of the 
observation to the side opposite to that on which it finally takes 
up its permanent position ; that is to say, the first deflection may 
indicate the cooler of the two parts under examination as the 
warmer. How this may occur will be understood by supposing a 
case like the following : — 

One pile, " a," gives a current proper equal to 8, and a secon- 
dary current equal to 4 ; while the other pile, " b," gives a 
current proper equal to 6 and a secondary current equal to 4, — 
this, when both piles are exposed to the same degree of heat and 
the permanent thermal condition has been fully established. 
The effective current of" a" will now be 8—4 = 4 ; and that 
of "b" will be 6—4 = 2. Increasing the resistance of the 
circuit of " a " until the latter pile has the same strength as " b," 
we have f = 4, as the strength of the current proper of " a," and 
f = 2, as the strength of the secondary current of " a ;" the 
effective current of " a " being now, therefore, 4—2 = 2, the 
same as the effective current of " b." But in the first stage of 
the experiment, when the currents proper alone are acting, the 
effective strengths of current will be, for " a," 4, and for " b," 
6 ; hence, at this time, the current of " b " may predominate 
although the part to which this pile is applied may be actually 
cooler than the part in contact with " a," — the question being 
simply whether the temperature of the part in contact with " a " 
be superior to that of the part in contact with " b," in a less pro- 
portion than that of 6 to 4, which is the proportion of the current 
strength of " b " to that of " a." Thus if the temperature of the 
part to which " a " is applied stand in the proportion to that of 
the part to which " b " is applied of 5 to 4, the current strength 
of " a " will, at the start, be, 4 x 5 — lo ; and the current 
strength of" b," at the same period will be, 6 x 4 = 24, "b" 
thus predominating ; but with the full establishment of the secon- 
dary currents, " a " will have a power of 5 x 2 = 10; and 
"b," a power of 4 x 2=8. 

If, under such circumstances as the above, the needle has in the 
first instance passed over to the side of the scale in favour of the 

2 
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cooler part, it will, sooner or later, commence a retrograde course, 
attain zero, and pass up on the other side of the scale, where it will 
finally come to rest. To draw conclusions from its position, — 
which, unless examined carefully, may often appear to be fixed, — 
at a period anterior to the establishment of the reverse currents, 
would be, as we have just seen, productive of great error. 

and. The needle may be deflected to one side of the scale, in 
the first instance, — remain stationary for a moment or so, and then 
continue to advance on this side of the scale, coming to rest finally 
at a point considerably beyond its first halting place. 

This would occur when the proportion between the temperature 
of the part on which " a " is placed, and that of the part on which 
" b " is placed, is greater than 6 to 4, — for example, is 7 to 4.. 
In this case the current strength of " a " would be represented by 
4 X 7 = 28 ; and the current strength of " b " by 6 x 4 = 24, 
— at the commencement of the experiment, — " a " thus predomi- 
nating by 4 ; but at the end of the observation, " a " would be 
represented by 2 x 7 = 14, and " b" by 2 x 4 = 8, — "a" now 
predominating by 6. 

3rd. The needle may, in the beginning, stand temporarily at 
zero, and then move to one side and take up a final position there. 

This would occur when the proportion between the temperature 
of the part to which " a " is applied, and that of the part to which 
" b " is applied, is 6 to 4. In this case, in the first instance, the 
powers of " a " and " b " are equal, being, respectively 4x6 = 
24, and 6 x 4 = 24; but, with the establishment of the secondary 
currents, the above values are changed to "a"= 2 x 6= la; 
and " b " = 2 x 4 = 8, — hence a deflection of 4 in favour of " a." 

4th. The needle may advance on one side, in the first instance, 
— come temporarily to rest, and then fall back to zero and remain 
there permanently. 

This would occur when the two parts had the same tempera- 
ture ; the first deflection being on the side of " b " as this pile has 
the stronger initial current. 

If proper precautions be used to guard against external disturbing 
influences, the above four sets of cases will be found to cover all 
the variations of the movements of the needle ordinarily met with. 

Instead of testing the difference of temperature of two parts by 
placing a separate pile upon each, we may apply one and the same 
pile, in turn, to each part, having a second pile exposed to a con- 
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stant source of heat or cold sufficient to keep the needle within 
proper bounds on the scale. Various forms of apparatus may be 
used to supply this counter-current, one of which has been 
described by the author a number of years since ;* but, if ice 
cannot be obtained, the body itself furnishes, upon the whole, the 
most reliable means of supplying this regulating current. The 
thigh is the part usually selected, — the pile being secured to the 
limb with tapes, and the part carefully protected from the air. 
The individual upon whose thigh the pile is placed should have 
been perfectly quiet for some time (half an hour) previous to the 
experiment. 

There is still another way of testing the comparative tempera- 
ture of different parts with a single pile, which may be employed 
with the Thomson or with the author's galvanometer. If the 
reflected spot of light of these instruments be brought to one end 
of the scale, we have a range of 720 degrees (scale degrees) from 
one end of the scale to the other. If the highest temperature to 
be examined be 36° C. (96-8°F.), and the temperature of the 
air be 16° C. (6o-8° F.), the 720 degrees of the scale of 
the galvanometer may be made, by regulating the delicacy of the 
instrument, to correspond to the 20° C. (36° F.) difference 
between the temperature of the body and that of the air, — that is 
to say, 36 degrees of the scale of the galvanometer will correspond 
to 1° C, — this, of course, measuring roughly. This single pile is 
placed in turn on each of the points to be examined. 

We will next examine the composition and construction of the 
particular piles employed in the experiments related in this work. 

The piles have, in the greater number of cases, consisted of one 
of two combinations, namely, — bismuth and certain alloys of 
antimony ; and German-silver and iron. The antimony alloys 
employed, have been chiefly of three kinds. The following are 
the compositions in 100 parts by weight of each of these alloys : 

No. I. 



Antimony 


. 


59-798 


Cadmium 




25730 


Zinc . 


No. 2. 


14-472 


Antimony 




40-464 


Cadmium 


. 


37-673 


Zinc . 


. 


21-863 
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1868, t. I, p. 498. 
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No. 3. 
Antimbny .... 64"429 
2;inc ..... 35-571 

Decided differences of electro-motive force are found indifferent 
specimens of these alloys, although prepared in apparently the 
same way. This appears to be especially the case with the alloys 
containing cadmium. Schiff, noticing this difficulty in certain 
alloys of antimony employed by him, has attributed it to either the 
degree of heat employed in the fusion of the metals, or to the 
rapidity of the subsequent cooling.* 

Whatever the cause may be, it does not appear to be readily 
avoidable, as it is no uncommon thing to find bars of the above 
alloys, which were cast at one and the same time, of very different 
electro-motive forces. When possessed of their full powers. No. 
I of the above alloys has an electro-motive force of about 6 times, 
and No. 3 of about 3*4 times, that of pure antimony. No. 2 
possesses an electro-motive force intermediate in degree between 
the two preceding values. f 

The alloys and bismuth are cast in bars 19 mm. (074 inch) in 
length. The exposed junction of each pair is 2 mm. (o'oyS inch) 
square. The piles are constructed of from one to eight pairs. 
The construction of those of a single pair is as follows : — 

The pair is surrounded, in its entire length, with a coating of 
paraffin 2 mm. (o'oyS inch) deep, and the farther ends of the bars, 
to which are joined the conducting wires, are covered with a 
layer of the above substance 4 mm. (o'i57 inch) thick. The 
pair thus protected is enclosed in an ebonite cylinder, the sides of 
which are i mm. in thickness, closed at one end, where it is pierced 
with two holes for the passage oftwo straight copper wires 40 mm. 
(i*57 inch) in length, and of a diameter of o" 761 mm. (o'03inch), 
forming the commencements of the conducting wires. The open 
end of the cylinder leaves the junction of the pair exposed ; and 
the entire surface of this end, — walls of cylinder, paraffin, and ends 
of bars, — is made flush, so that, when applied to the surface of the 
body, the whole pile presses, at every point, evenly and equally 
upon the part examined. The exposed junction is then varnished. 

* ' Archives de Physiologie,' t. 11, p. 164, 1869. 

f The author is indebted for a knowledge of the thermo-electric powers of 
these alloys, which he has employed since 1866, to Prof. Moses G. Farmer, of 
the United States Navy Torpedo Station, Newport, Rhode Island. 
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To the two straight copper wires connected with the upper 
ends of the bars, are joined two conductors consisting of silk- 
covered strands of copper wire, each conductor being looo mm. in 
length ; and to the distant end of each conductor is attached a 
copper wire similar to that forming the central termination of the 
conductor. The straight copper terminals of the pile are each 
thickly wrapped in cotton wool, soaked afterwards in paraffin, 
commencing at the points where they emerge from the top of the 
ebonite casing, and extending to a distance of 30 mm. (i'i8 inch) 
-beyond their attachments to the strands. The two wires thus 
protected are tied together and further covered with flannel, which 
extends down for a couple of millimetres over the upper end of 
the ebonite casing. It will be seen that all parts of the pile 
except the face, are well protected from external variations of 
temperature, as are also the heterogeneous points where the strands 
join the straight wires, A little beyond the coverings, the con- 
ducting strands are bent over in a loop and made fast to the bundle 
formed of the straight copper terminals. The object of this is to 
prevent vibrations of the strands from propagating themselves 
onward to heterogenous points, thus giving rise to thermo-electric 
currents. Pilesof twoor more pairs are constructed on the same plan. 

German-silver and iron elements have been employed only in 
cases where it was necessary to give to the bars a very small 
sectional area, and also to have the pair protrude for a little 
distance, — 5 mm. {o'lqt inch), — beyond the ebonite casing, in 
order to examine the skin beneath thick hair. The portion of 
the bars protruding from the ebonite is covered with sealing wax 
so as to give to this end of the pile a pencil shape. In other 
respects, the pile is constructed similarly to that already described. 

The piles are held in brass clamps attached to the ends of rods 
of the same metal, which slide in and out of wooden handles. In 
applying the piles to the skin, great care must be used to make 
the pressure equal in each point of the part tested. One should 
attend carefully that the outer edge of the ebonite casing, or of the 
envelope of sealing wax, be everywhere in close contact with the 
surface. In careless or inexperienced bands, it is common to find 
only a part of the face of the pile in close contact with the skin^ 
the outer part being tilted up from the surface by the uneveness 
of the pressure applied. 

With piles constructed like those first described, the superficial 
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vessels can be emptied by firm pressure, leaving the surface blood- 
less on removing the piles.* With such piles v/e may test the 
temperature of parts lying directly beneath the temporal artery, 
without the blood of the latter interfering ; the flat end of the pile 
emptying the vessel, and the parafHn packing, lying between the 
ends of the bars and the edge of the ebonite casing, preventing 
the temperature of the blood outside the compressed area from 
affecting the junction of the pile by conduction. 

The conducting wires of the pile pass to an instrument which 
unites in one, keys for four currents, a rheostat, and a commutator, 
— all acting through the medium of mercury cups. This instru- 
ment in its earlier form has already been described some years 
since ;t in its present shape, however, it has undergone modifica- 
tions which render a new description of it necessary. Fig. i gives 
the general plan of the instrument. 

E, E, E, E, is a slab of ebonite, 200 mm. {"J'^"] inches) in 
length, by 167 mm. (6'57 inches) in width, and 11 mm, (4'43 
inches) in thickness ; this slab forming the top of a wooden box, 
40 mm. (i'57 inch) in depth. B\ B^, B^, B*, are four sets of 
binding-screws, all the left hand ones of which, /*, /*, /*, /*, are 
connected together and with the mercury cup »2^^, by the copper 
bands w, w, &c. The right hand binding screws, r\ t^, r% rS 
are connected severally by the bands, x, *•, x, x, with the mercury 
cups, fl^, «^, a*, fl*. In front of each of these latter are situated 
two cups, b^ c\ b^ c\ b^ c% b^ c*. The cups, b\ b\ b^, b\ are all 
connected together by the bands ^, y, &c., and are also connected 
with mercury cups, m} and m^^. The cups, c^, c^, c^, c*, are like- 
wise in communication with each other and with mercury cup ttt^^ 
through the copper bands z, z, z, &c. It will be observed that 
the connections, z, z,. z, &c., pass under, without communicating 
with, the connections y, y, y, &c. The same is the case with 
IV, w, w, &c., with reference to x, x, x. 

The mercury cups m^ to m^", both included, form the connec- 
tions of the rheostat portion of the instrument. Nine wires of 
different resistance, wound upon as many spools placed in the box 
beneath the ebonite slab, communicate each with a pair of mer- 
cury cups. The wire on the first spool has one end in cup m^ 

* This emptying of the superficial vessels is the second of the two causes of 
the retrograde movement of the needle, mentioned on page 6. 

■j- 'Archives de Physiologie/ t. i, p. 498, July and August, 1868. 
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and the other end in cup m^ ; the second resistance coil has one 
end in rrfi and the other in m^, and so on through the row of cups 
to w^o. The cups are covered over with a strip of ebonite hol- 
lowed out beneath so as to form a sort of arch above them. Nine 
copper forks, the prongs of which dip into the mercury cups, con- 
nect the individual cups with each other. The handles of these 
forks pass through holes in the ebonite roof of the cups, working 
up and down with friction. These handles are provided at the 
top with ebonite knobs. If now the fork connecting a pair of 
cups be raised, the direct connection between the two cups being 
thus interrupted, a current arriving at one cup will be obliged to 
pass through the resistance coil, the ends of which are in commu- 
nication with the pair of cups. We can, thus, by raising the forks, 
cause the current to pass through as many of the resistance coils 
as we may see fit. 

The cups m}-^ and m\^ are also provided with a connecting fork 
as are likewise ciips m}'^ and rri^^ : — the use of these last two sets 
of cups will be presently shown. 

The four sets of cups a^ b^ c\ a^ P c% a^ Ifi c^ a* i* f*, are 
covered in like the preceding row of cups, and each set is pro- 
vided with a fork. The fork of each set of cups admits of two 
separate connections, — it may unite " a " to either " b " or " c," 
according as one prong is dipped into " b " or " c " respectively, 
the other prong remaining, in both instances, in "a." Moreover, 
when the fork is raised above the level of the cups it acts as a key 
to the particular set of binding screws the right hand one of which 
it is in communication with. 

The mercury cups i^, k^, P, i\ P, k^, with the permanent 
cross piece " p," and the movable cross piece " n " form the base 
of the commutator, which is the well-known wippe, or rheotrope 
of Pohl. The binding screws G^ G^ and G* G*, are connected 
with galvanometers or other apparatus. It will be obsen^ed that 
i^ communicates through the copper band " s " with cup m^^, 
which when connected with rn^^ by the fork belonging to the 
pair, communicates, in turn, with all the left hand binding screws 
of the sets B^, &c., i' is, therefore, one terminating point of all 
currents entering or leaving the sets of binding screws B'^, &c., and 
the fork between ot^^ and m'^^ forms a general key, cutting off 
all currents, at will. In like manner, k^ forms the other ter- 
minating point of all currents entering or leaving the sets of 
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binding screws B', &c. k^ is united with w^" by the band " t," 
and otI" is in communication through three different paths with 
all the right hand binding screws. 

Let us now suppose a thermo-pile connected with the two 
binding screws of the set B', the current entering at " r." We 
will suppose a^ and b^ to be connected ; «zi- and m^^ to be like- 
wise connected ; wz^" and rn^^ to be disconnected ; the rocker of 
the rheotrope to be thrown over to the side of k^ k*, and G^ G^ to 
be in communication with a galvanometer. 

The current entering at " r" passes over the fork connecting 
«i and b^ and arrives at the cup m^. It is now in our power to 
impose upon the current what resistance we may choose in its 
passage to wzi".* Arrived at this last point it passes on to k^, 
thence through the rocker of the rheotrope to i* and G', and 
through the galvanometer, — returning through G'^, k^, k^, " s," m^^ 
m^^, and thence through " w " to A. We have supposed tw^" and 
m^^ to be disconnected : — if now after having raised a number of 
the forks of the rheostat, we wish at once to throw off all resist- 
ance, instead of severally lowing each fork in turn, we have only 
to connect m^^ and m^\ and a direct path outside of the 
rheostat is secured to the current. If " a " and " c" be in com- 
munication, it will be seen that the current reaches ot^" without 
passing through the rheostat. These two separate paths from "a" 
to wzi" the one through, and the other exterior to, the rheostat 
permit us, when employing two piles, to weaken the current of 
one without affecting that of the other, as is necessary in the case 
where one pile has a greater electro-motive force than the other. 
Let us suppose two piles acting against each other, of which one, 
F, is stronger than the other, H. F has its conducting wires 
attached to the set B-'^ of binding screws, its positive pole being at 
r^, while H communicates with the set B^, its positive pole being 
at /^. In the circuit of F, a^ is connected with b^, — m^" and m'^^ 
being disconnected, — so that the current is obliged to pass through 
the rheostat, where it is weakened to the point of equality with 
the current of H. This latter instead of passing by the route 
a^ b^, y, takes that of a^ c^, z, on its return from the galvanometer, 

* The resistances usually employed have been as follows: — o'oo625 ohm, 
o'oi25 ohm, o"025 ohm, o'o5 ohm, o'l ohm, 0-2 ohm, 0-4 ohm, o'5 ohm, 
o'8 ohm. Thus admitting of an increase of o'oo625 ohm from that sum up 
to a total of 2-09375 ohm. 
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thus avoiding the rheostat ; both currents can, of course, be cut 
ofF at m}^ ni^^. 

All connections between binding screws and conducting wires 
should be thoroughly enveloped in cotton w^ool, to guard against 
changes of temperature from without affecting these points. The 
rheotrope must also for the same reason be well protected. More- 
over, the wires from the pile must be made fast to the table on 
Virhich the above instrument is placed, at a point anterior to the 
junction of the strands with the copper terminals, so that vibrations 
of the conductors of the pile will be checked before reaching the 
junction in question, or, further still, the points of contact of the 
copper terminals with the binding screws. 

The galvanometer employed next claims our attention. Both 
Sir W. Thomson's galvanometer, and an instrument devised by 
the author have been used. The latter is an improved form of an 
instrument described in 1875.* It admits of both direct reading 
of the deflection of the needles, and of indirect reading by a 
reflected ray of light from a mirror, as in the Thomson galvano- 
meter. The direct reading is made by means of an aluminium index 
60 mm. (2'36 inches) long, placed at right angles to the upper of 
the two needles of the astatic system, the index ending in a fine 
point which moves over a graduated arc. The reflecting mirror 
is only 5 mm. [o'lt^b inch) in diameter. The reflection may be 
employed in one of two ways, namely : 

1st. The light is concentrated upon the mirror by means of a 
lens, and a circular spot of light is thrown upon the scale placed 
at about 1000 mm. (39"37 inches) distance, this spot being cut by a 
fine blackened wire, serving as an index. The scale in this case 
is similar to that of Sir W. Thomson. 

2nd. A scale, one division of which corresponds to three 
divisions of the former scale, is placed at a distance of 3000 mm. 
(i iS'ii inches) from the mirror. One degree of the latter scale 
is therefore equivalent to one degree of the Thomson scale at 
1000 mm. distance. The larger scale which is one metre long by 
130 mm. (5'ii inches) wide is fastened on the inside of the 
bottom of a large deal box placed upon its side. The reflection 
shows itself by a circular spot of light 130 mm. in diameter, cut, 
as before, by the defining wire. Using this scale, one may easily 
read deflections at a distance of four metres (i57'48 inches). 
* ' British Medical Journal,' January 23rd, 1875. 
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The galvanometer is provided with tw^o adjusting magnets. It 
has also two shunts and a key, all acting through mercury cups. 
Fig. a represents the plan of the key and shunts, full size. 
B and C are two binding screws connected with the poles of the 



Fig. 




pile ; D and F are the binding screws connected with the galvan- 
ometer.* A current entering at B arrives at the mercury cup 
»zi which with rrfi forms the key : — the connecting fork between the 
two cups being depressed the current passes on to D, traverses the 
coil of the galvanometer and returns through F,^, to C. m^ is 
connected by h, h, with mercury cups nfi and m^ ; and mercury 
cups m* and trfi are connected, respectively, by coils of wire / and 
k with F. Suppose now nfi and m^ to be connected, a portion of 
the current arriving in nfi will now be diverted through h, Trfi, w*, 
/, F, and so back through j to C. m^ and nfi act in a similar 
manner. The shunts usually halve and quarter, respectively, the 
deflection of the galvanometer. 

* When the galvanometer is used for medical purposes (in which case the 
mirror is unnecessary), with a given pair of piles, — instead of having two 
shunts, only one is employed, and two resistances are added for the stronger 
pile, one resistance being for the first and the other for the second phase of 
observation. 

All the instruments described in this work are made by Mr. Adam Hilger, 
19Z, Tottenham Court Road, London, to whose skill and intelligence the 
author is much indebted. 



PART II. 

The relative Temperatures of different parts of 

THE SURFACE OF THE HeAD IN THE QUIESCENT 
MENTAL STATE. 



CHAPTER I. 

GENERAL REMARKS — DIVISIONS AND MEASUREMENTS OF THE 

HEAD. SUBDIVISIONS AND MEASUREMENTS OF THE ANTERIOR 

REGION. — EXAMINATION OF THE ANTERIOR REGION IN SYM- 
METRICALLY SITUATED SPACES OF THE TW^O SIDES. 

The first step to be taken having been decided upon, namely, — 
a thorough examination of the relative temperatures of small sub- 
divisions of the surface of the head, the next point demanding 
attention was the particular manner in which the examination 
could be best carried out. Preliminary observations had satisfied 
the author that to obtain accurate results, the method to be 
adopted was not to examine a great number of heads taken at 
random, but to limit the observations to a thorough and minute, 
examination of a small number of heads, which could be accu- 
rately measured, and compared one with another, and in which 
the normal variations of temperature, and the effect of different 
mental and physical conditions, could be carefully studied. 

In the first place, with reference to the measurements of the 
heads, it is indispensably necessary, that the surface be mapped 
out in determinate districts, measured, — and marked^ where it is 
possible, — with care, and that these districts occupy the same 
anatomical positions in the different heads. If this be not accu- 
rately attended to, serious errors are certain to occur. The com- 
parative superiority of temperature in the head often shifts its 
position from one side to the other, and from one point to 
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another, on one and the same side, within such narrow h'mits, 
that the moving of a thermo-pile 5 millimetres (0Tg6 inch) 
may entirely reverse the position of higher temperature previously 
found. All such broad distinctions as temporal, superciliary, &c., 
and rough measurements made with the unaided eye, are almost 
sure to lead to confusing and contradictory results. 

Moreover, it is necessary to know as much as possible con- 
cerning the various circumstances both internal and external 
affecting the subjects of examination ; the general temperament, 
mental condition, occupation, — more especially what it has been 
just before the examination ; the state of the circulation ; the 
temperature of the atmosphere to which the individuals have been 
exposed before the experiment ; whether they have been near a 
fire ; exposed to the rays of the sun, or to drafts of air, &c. ; 
and if exposed to any of the above influences, whether one part 
of the head was acted upon more than another ; also the previous 
position of the head and body should be known, — whether one 
side of the head has been resting on a pillow, back of a chair, &c. 
All these points must be attended to in order to ensure accuracy. 
In another place the variations from the normal temperature 
brought about by the conditions and influences enumerated above 
will be taken into consideration ; they are alluded to here merely 
to indicate the importance of a thorough acquaintance with every 
possible detail of both the internal and external circumstances in 
which the individuals experimented on are placed. 

The number of heads strictly comparable which have been 
examined has been limited to six, — three males and three females. 
As, however, one of the individuals was examined only a few 
times, and in a limited area, the main part of the results were 
obtained on five heads, — three females and two males. 

The first subject which claims attention is the division of the 
surface of the head into determinate districts. 

Divisions of the surface of the head. 

The surface of the head is divided into three regions, desig- 
nated, respectively, anterior, middle, and posterior. 

Anterior region. 

The anterior region is bounded laterally by a line drawn 
upward, on each side of the head, from the angle formed by the 
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frontal and zygomatic processes of the malar bone, in a direction 
parallel to the plane of the forehead taken over the frontal emi- 
nences and the superciliary ridges. 

The superior boundary is formed by the continuation, in the 
same plane, and junction on the top of the head, of the lateral 
boundaries. 

The inferior boundary is formed by a line passing horizontally 
across the front of the head on a level with the summits of the 
supra-orbital arches, betwreen the external angular processes of 
the two sides, and thence continued by the outer borders of the 
malar bones to the points of origin of the lateral boundaries. 

The part of the head embraced by the anterior region is, there- 
fore, that which would be cut off anteriorly by a transverse and 
vertical section, made parallel to the plane specified, between the 
angles formed by the frontal and zygomatic processes of the malar 
bones of the two sides. 

Middle region. 

The middle region is bounded anteriorly by the lateral and 
superior boundaries of the anterior region. 

The posterior boundary is formed by a line passing over the top 
of the head, parallel to the anterior boundary, uniting the ex- 
tremities of the mastoid processes of the two sides. 

The inferior boundaries, commencing at the terminations of 
the inferior boundary of the anterior region follow the upper 
borders of the zygomatic processes of the temporal bones, pass 
behind the ears, and follow the anterior borders of the mastoid 
processes to their extremities. 

Posterior region. 

The posterior region has for its superior and lateral boundaries 
the posterior boundary of the middle region. 

The inferior boundary is formed by the posterior borders of 
the mastoid processes and by the superior curved line of the 
occipital bone. 

The longitudinal medium line of the head divides each of the 
three regions into right and left symmetrical halves. 

It will be seen that all the boundaries of all three regions, 
except the inferior boundaries, depend for their line of direction 
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upon the direction of the plane of the forehead. It is obvious that 
this mode of measurement would be likely in different heads to 
enclose tracts not strictly comparable. It was chosen in the 
present investigations simply for the reason that it appeared to be 
better suited to the particular heads examined than any other mode 
of measurement that suggested itself to the author. Every head 
was referred to one head as a standard ; and the measurements of 
the different regions arid subdivisions of the standard head, with 
certain landmarks laid down in each region, render it not difficult 
to apply the results given in this work to other heads. 

We will proceed first to examine the anterior region in detail. 

The anterior region is thus subdivided : — Commencing at the 
inferior boundary each lateral half is divided into six parts by five 
equidistant lines drawn horizontally from the median line to the 
lateral limit. The tracts thus marked off are designated ^/Vrj, and 
are numbered from i to 6, commencing at the inferior boundary. 
Further in each lateral half four equidistant vertical lines are drawn 
upward, parallel to the median line, from the inferior boundary to 
the superior boundary, thus dividing each tier into smaller spaces. 
In the first four tiers these spaces are five in number ; but in the 
fifth and sixth tiers the convergence, over the top of the head, of 
the lateral limits, diminishes the length of the tier, and reduces the 
number of spaces to four in the fifth tier and to three in the sixth tier. 
These vertical subdivisions are called districts, and are numbered 
from I to 5 from the median line outward. 

The tiers and districts are marked off by means of a string 
coated with coloured chalk. All the spaces are thus sharply and 
evenly defined. 

The following are the measurements of the anterior region of 
the standard head. 

Distance between inferior and superior boundaries, measured on 
the median line, 125 mm. (4*92 inches). Total breadth, from side 
to side, measured on the horizontal portion of the inferior boundary 
between two points on the same vertical line with the termina- 
tions of the inferior boundary, 186 mm. (7'.^2 inches). Total 
breadth, measured between lateral boundaries over middle of frontal 
eminences, 186 mm, (7'32 inches). Total breadth, measured 
between lateral boundaries just above frontal eminences, 176 mm, 
(6'928 inches). Total breadth, measured across the head at a 
distance, on the median line, of 20-83 "^f"- (o'82° inch) from 
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superior boundary, 120 mm. (4'72 inches). The distance over 
the top of the head, following the line of the lateral and superior 
boundaries, between the terminations of the inferior boundary, is 
319 mm. (i2*559 inches). 

The height of the anterior region on the median line being 
125 mm. (4"92 inches), each of the six tiers will measure vertically, 
on the median line, 20'83 mm. (0*82 inch). The upper 
boundary of the ist tier touches the summits of the superciliary 
ridges. The upper boundary of the 2nd tier passes through the 
centre of the frontal eminences (line of second measurement of 
breadth). The upper boundary of the 3rd tier touches the upper 
border of the frontal eminences (line of third measurement of 
breadth). The upper boundaries of the 4th and 5th tiers have no 
anatomical landmarks, and their positions can only be designated 
by their respective distances from the upper boundary of the 3rd 
tier, or from the superior boundary of the region, which latter 
limit touches the coronal suture on the median line. The distance 
of the upper boundary of the 4th tier from the superior limit of 
the region is 4i"66 mm. (i'64 inch); and the distance of the 
upper boundary of the 5th tier from the superior boundary of the 
region is, of course, one half the last amount, namely, 20*83 mm. 
(0-82 inch). 

The breadth of each lateral half, measured on the inferior 
boundary line, being 93 mm. (3 '66 inches), each district will 
measure horizontally on this line i8*6 mm. (0-232 inch). The 
outer boundary of the 1st district is on a line with the inner border 
of the supra-orbital notch. The outer third of the 4th district is 
in a line with the external angular process. 

Bearing in mind the size of the faces of the pairs forming the 
thermo-piles, it will be evident that the size of the subdivisions of 
the surface of the anterior region permits of each space being 
tested, with the smaller piles, in several distinct parts. When 
spaces are thus examined, the average of the different examina- 
tions is taken to represent the whole space. It will be seen 
further on, that the subdivisions of the middle and posterior 
regions are also of a size to permit of a similarly minute examina- 
tion. 

We have 27 spaces on each side, to examine in the anterior 
region. 
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Comparison of symmetrically situated spaces of the two sides of 
the anterior region. 

Table i. — Results of loO observations on the comparative 
temperature of each pair of symmetrically situated spaces of 
the two sides of the anterior region. " R " signifies right 
side ; " L," left side ; and " N," equality of the two sides. 
The figures prefixed to " L," " R," and « N," denote, 
respectively, the number of times in a total of loo in which 
the temperature was higher on the right side, the left side, or 
equal on the two sides. 

ist district. 2nd district. 3rd district. 4th district, 5th district. 



6th Tier. 



5th Tier. 



4th Tier. 



3rd Tier. 



and Tier. 



ist Tier. 



32 L. 
68 R. 


29 L 
7. R. 


38 L. 
62 R. 






30 L. 
65 R. 

S N. 


26 L. 
70 R. 

4N. 


30 L. 
6s R. 

S N. 


28 L. 
69 R. 

3 N. 


32 L. 

SB R- 

13 N. 


32 L. 

44 R. 

24 N. 


30 L. 
40 R. 

30 N. 


23 L. 
6s R. 

12 N. 


32 L. 
68 R. 


60 L. 
18 R. 
22 N. 


64 L. 
12 R. 

24 N. 


75 i- 
IS R. 

10 N. 


28 L. 
60 R. 

12 N. 


30 L. 
70 R. 


7+ I" 
26 R. 


76 L. 
24 R. 


S8 L. 
30 R. 
12 N. 


i8 L. 
60 R. 

22 N. 


24 L. 
76 R. 


74 L. 
20 R. 

6 N. 


77 L. 
23 R. 


so L. 

3+R. 

16 N. 


3S L. 
65 R. 


32 L. 
68 R. 



The first thing to which attention is called in Table i is, that 
in no one of the subdivisions of the anterior region^ is the temperature 
uniformly higher on one side than on the other ; on the contrary in 
every space it may be higher on the right side or on the left side, in turn. 

We have, therefore, in each pair of symmetrically situated spaces, 
to consider merely on which side of the head, in the majority of 
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cases^ the higher temperature is found. We leave out, for the 
moment, the cases of equality of temperature. 

Commencing with the ist tier, we have for each district of each 
tier the following proportions in numbers of times of superiority of 
temperature on the right and left sides, respectively : — 

1st Tier. 
1st District — 37 times to i in favour of leftside 
2nd » 3'34- 

Srd » I "47 » » 

4th „ 1-85 „ „ right side. 

5th „ 2-12 „ 

2nd Tier. 

1st District — 2-84 times to i in favour of left side. 
2nd „ 3' 16 „ „ 

3rd » i"93 " » 

4th „ 3"33 » » "ght side. 



5th „ 3*12 



>> 



3rd Tier. 

1st District — 3*33 times to i in favour of left side. 

2nd „ 5-33 „ „ 

3rd „ 5-00 „ „ 

4th „ 2-14 „ „ right side. 

.5*^ » 2-33 „ „ 

4th Tier. 
1st District — 172 times to i in favour of right side. 



2nd „ 


1-37 


■>■> 


55 


y^ » 


1-33 


n 


55 


4th „ 


2-82 


y> 


55 


5th „ 


2-12 


5> 

5th Tier. 


5J 


istDistrict- 


-2-17 


times to i in 


favour of right side, 


2nd „ 


2-69 


■>■) 


55 


3''d 


2*17 


■>■> 


55 


4th „ 


2-46 


5> 


55' 

3 
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6th Tier. 

ist District — 2'i3 times to i in favour of right side, 
and „ 2-45 „ „ 

3rd „ 1-63 „ „ 

Thus in the twenty-seven spaces compared, the average rela- 
tive temperature is found to be higher on the right side than on 
the left side in eighteen spaces, or tw^o thirds of the whole 
number. 

Diagram i gives a general idea of the distribution of tempera- 
ture in the anterior region. The ist district, ist tier, is of 
doubtful value, of course, with regard to the temperature of the 
brain, on account of the frontal sinuses. Only the upper parts of 
the 2nd and 3rd districts of the same tier are likewise available for 
examination, on account of the orbit. 

If we take the total number of observations in which either the 
right or the left side was the warmer, we find that out of this 
total, namely, 24.80, the right side was superior in temperature in 
134.3 instances, and the left side in 1137 instances. The per- 
centages of superiority of temperature for the right and left sides, 
respectively, are, therefore, 54'i53, and 45*847. 

But if we take the averages of all the proportionate numbers of 
times in which each side was superior in temperature to the other, 
we find that the left side has the greater average ; the mean for 
the nine spaces in which this latter side has a majority, being 
75"o69 per cent., while the mean for the eighteen spaces in which 
the right side has a majority is 68'ii7 per cent. ; — that is to say, 
— in those spaces in which the left side has a majority of cases of 
higher temperature, this majority is, on an average, greater than 
the average majority found in the spaces in which the right side 
has the larger number of cases of superior temperature. 

We pass next to those cases in which the temperature is equal 
on the two sides. Referring to table 1, the following is found to 
be the distribution of the neutral points, and the proportionate 
numbers of times of their occurrence. 

ist Tier. 

1st District — i in i6'666 times 
3rd „ 1 in 6-25 „ 



DIAGRAM I. 

Distribution of comparative superiority of temperature on the 
two sides of the anterior region*. 

The shaded spaces are those which, of symmetrically situated 
spaces on the two sides, have the higher temperature. " Right " 
and "Left" signify respectively right and left sides of the head. 
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and Tier. 
3rd District — 1 in 8-333 tinies. 
4th » I » 4'55S >, 

3rd Tier. 
1st District — i in 4'545 times, 
and „ I „ 4-166 „ 

3rd „ 1 „ lo-ooo „ 

4th „ I „ 8-333 „ 

4th Tier, 

1st District — i in 7-693 times. 

and „ I „ 4-166 „ 

3'^'^ » I » 3"333 » 
4th „ I „ 8-333 „ 

5 th Tier, 
ist District — i in ao'ooo times, 
and „ I „ 35-000 „ 

3rd „ I „ ao-ooo „ 

4th „ I „ 33'333 » 

Thus equality of temperature of the two sides is found in six- 
teen spaces, or in 59-359 per cent, of the whole number of spaces. 
Of the total number of observations contained in table i, namely, 
3700, — 320, or 8-1 ((.8 per cent., show equality of temperature. 
The mean percentage of cases of equality of temperature in the 
total number of observations in the sixteen spaces in which 
equality is found, is, 13-75. 

In the next place taking the total number of observations, — 
3700, — we have the following percentages of times of occurrence 
of superiority of temperature on the right and on the left sides, 
and of equality ot temperature on the two sides : — 

Right side — 50-113 per cent. 
Left „ 41-740 „ 

Neutral 8-148 „ 

But in eleven of the twenty seven spaces equality of temperature 
is not found. If, therefore, we take only the sixteen spaces in 
which all three conditions exist we have another set of percentages ; 
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Right side — 45'i25 percent. 
Left „ 41 "125 
Neutral 13750 „ 

Here the percentage for the left side is very slightly diminished ; 
that for the right side more considerably diminished ; while that 
for equality is decidedly increased. 

We will next take the percentages of right and left superiority 
of temperature, and of equality of temperature for each entire tier, 
and for each entire district. 



Percentages for Tiers. 





Right side. 


Left side. 


Neutral. 


1st Tier 


44-00 


53-60 


2-40 


and „ 


43-ao 


50-00 


6-80 


3>-d >, 


35-00 


51-40 


13-60 


4th 


54-40 


29-80 


15-80 


5th „ 


67-25 


28-50 


4-25 


6th „ 


67-00 


33-00 


0-00 



The 5th tier shows the highest percentage for the right side ; 
the 1st tier the highest percentage for the left side ; and the 4th 
tier the highest percentage for neutrality. 
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Right side. 


Left side. 


Neutral. 


1st District 


42-000 


50-333 


7-666 


and „ 




40-666 


50-666 


8-666 


3'-d 




41-000 


46-833 


12-167 


4th „ 




63-800 


26-400 


9-800 


5th „ 




70-500 


29-500 


O'OOO 



The 5th district shows the highest percentage for the right 
side ; the 2nd district the highest for the left side (the 1st district 
has very nearly as high a percentage) ; and the 3rd district the 
highest for neutrality. 

With regard to individual spaces, the following is the distri- 
bution and rate of the highest percentages in favour of the right 
side, left side, and equality, respectively. 
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In favour of Right Side. 

5 th District of 2nd Tier — 76 per cent. 

5th » Srd » 70 » 

and „ 5th „ 70 „ 

4th „ 5th „ 69 „ 

2nd „ 6th „ 71 „ 

In favour of Left Side. 

1st District of ist Tier — 74 per cent. 
2nd „ I St „ 77 „ 

I St „ and „ 74 „ 

2nd „ 2nd „ 76 „ 

3rd „ 3rd „ 75 „ 

In favour of Equality. 

4th District of and Tier — 22 per cent. 
1st „ 3rd „ 22 „ 

and „ 3rd „ 24 „ 

and „ 4th „ 24 „ 
3rd „ 4th „ 30 „ 

To sum up the principal points set forth in table i, — we see 
that, starting with the ist district, ist tier, the average temperature 
is higher on the left side than on the right side in the ist, and, 
and 3rd districts of the first three tiers ; that in the 4th tier, 
passing upward, and in the 4th district passing outward, the 
balance of superiority of temperature shifts over to the right side, 
— so that, while the inner and lower portion of the anterior region 
is of higher temperature on the left side, the outer and upper por- 
tion is of higher temperature on the right side ; that neutral points 
occur most frequently in those tiers and districts in or near which 
the balance of higher temperature passes over from one side to 
the other. 

It has been stated before (p. 31) that the size of the faces of 
some of the piles permits of the examination of several points in 
one and the same space, and that the figures set down in the tables 
for a given space are deduced from the total of the different 
observations made in that space. Now in one and the same 
space different points may furnish different results ; thus, the 
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upper part of a space may show a greater majority of cases in 
favour of a given side than the lower part of the same space. For 
instance, in a certain space we may obtain, in twenty-five exami- 
nations of its upper part, twenty results in favour of the right side 
and five results in favour of the left side ; while, in an equal 
number of examinations of the lower part of the same space we 
may obtain fifteen results in favour of the right side and ten 
results in favour of the left side. These results would be esti- 
mated in the table as thirty-five right and fifteen left, for the 
whole space. Or we might find in the upper part of the space, 
twenty results in favour of the right side, and five results in favour 
of the left side ; while in the lower part we might get ten results 
in favour of the right side and fifteen results in favour of the left 
side ; which results would be tabulated as thirty right and twenty 
left. Also with regard to equality of temperature, it may occur 
oftener in one part of a space than in another, or it may be con- 
fined to one part. These unequal distributions of temperature in 
one and the same space, are most frequent near the lines where 
the balance of higher temperature usually shifts from one side to 
the other; that is, in the 3rd and 4th districts of the 1st and 
2nd tiers, and in the first four districts of the 3rd and 4th tiers. 
If we examine these border spaces in subdivisions, we usually 
obtain results, as regards right and left superiority of temperature, 
such as are mapped out in diagram 2. It will be observed that 
the distribution of temperature in this last diagram differs some- 
what from that set down in diagram i, in that, in diagram 2, the 
1st, 2nd, 3rd, and 4th districts of the 4th tier, and the 4th district 
of the 2nd and 3rd tiers are not put down as higher in temperature 
on the right side in their whole extent, but only in two thirds of 
their extent in five of the spaces specified, and in somewhat more 
than two thirds (seven ninths) in the remaining space, — 4th 
district, 4th tier. 

But although the results which have been given cover the 
majority of cases, yet anomalies are frequent, even when the 
utmost care is used to avoid all disturbing influences. Two of 
the most common of these anomalies are show in diagrams 3 and 
i.. In diagram 3 we see an extension of the region of higher 
temperature on the right side ; and in diagram 4 we see a similar 
extension on the left side. Moreover, these extensions of the 
tracts of higher temperature may proceed so far as to cover almost 



DIAGRAM 2. 

Distribution of comparative superiority of temperature on the 
two sides of the anterior region. Mean results. 

The shaded spaces are those which, of symmetrically situated 
spaces on the two sides, have the higher temperature. " Right " 
and " Left " signify respectively right and left sides of the head. 
Thus, the Sth district, ist tier, being shaded on the right side 
and unshaded on the left side, denotes that this space is usually 
warmer on the right side than on the left. 
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RIGHT. 

Districts. 
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Districts. 
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DIAGRAM 3. 

Increase in the extent of the tract of higher temperature on the 
right side of the anterior region. 

The shaded spaces are those which, of symmetrically situated 
spaces of" the two sides, have the higher temperature. " Right " 
and "Left" signify respectively right and left sides of the head. 



RIGHT. LEFT. 

Districts Districts. 

5tli _ 4th _ 3rd gni _ jst pt _ 2"-^ _ 3^^ 4^-^ 5^h 




DIAGRAM 4. 



Increase in the extent of the t^ct of higher temperature on 
the left side of the anterior region. 

The shaded spaces are those which, of symmetrically situated 
spaces of the two sides, have the higher temperature. " Right " 
and " Left " signify respectively right and left sides of the head. 



5^^ 



RIGHT. 

Districts. 
Ath- oxi 2^^ pt 




LEFT 

Districts. 

ist pnd 2^^ 4*^ 5^^ 



Examination of Anterior Region. 39 

the whole of one side of the anterior region, thus making nearly 
every space warmer on one side than on the other. 

Inasmuch as every space may be of higher temperature on the 
right side or on the left side, in turn, it is evident that anomalies 
the most varied may be met with, and what is of importance isi 
that these anomalies may persist in some cases for hours. 

We have thus far occupied ourselves with qualitative results 
only ; we will now consider the thermometric values of the diiFer- 
ences of temperature between symmetrically situated spaces of the 
two sides of the anterior region. 

Investigations of the kind we have now to deal with are more 
difficult and less satisfactory than those we have been considering. 
Leaving out the factthat thermo-electric measurements are, at the 
best, only approximately accurate when applied thermometrically, 
the greater time consumed in quantitative experiments renders 
them more liable to be affected by errors due to alterations of 
temperature of the parts examined than are the briefer qualitative 
observations. In fact, the head does not usually maintain an even 
temperature long enough to enable one to accurately compare the 
whole twenty-seven spaces at a single sitting. It is only by a 
great number of observations that we can arrive at results at all 
satisfactory. 

Table 2 gives the results of 100 observations on each pair of 
symmetrically situated spaces of the two sides of the anterior 
region. 

From this table we learn that the mean difference of temperature 
is pretty nearly the same for both sides of the head : — thus the 
mean difference of temperature in the eighteen spaces which are, 
in the majority of cases, warmer on the right side than on the left 
side is 0-255° C. (o'459° F.) ; while the mean difference of tem- 
perature in the nine spaces which are warmer on the left side than 
on the right side, is 0-241° C (0-433° ^-)- "^^^ greatest difference 
of temperature noted is in the 3rd discrict, 3rd tier, left side, namely, 
0-461° C. (0-829° F.). The smallest differences noted are in the 
1st district, 4th and _5th tiers, and in the 2nd district, z)th tier, all 
on the right side, — the differences being each o-o76°C (0-136° F.). 
The extreme range of difference of temperature is, therefore, 
0-385° C. (0-693° F.). The mean difference of temperature of all 
the observations taken together irrespective of sides, is 0-347° C. 

(o-444° F-)- 
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If we take the average diiFerence of temperature in each tier, 
on both sides of the head taken together, we have the following 
results : 

I St Tier. and Tier. 3rd Tier. 4th Tier, jth Tier. 6th Tier. 

o-ao7°C. o-ai5°C. o-3i5°C. o-2i5°C. o-359°C. o-3ai°C. 
(o-37a°F.) (o-377°F.) {o-s6f¥.) (0-^7 f¥.) (o-466°F.)(o-577°F.) 

Looking at the above figures, we see that the 6th tier has the 
highest and the ist tier the lowest mean. As these figures 
represent the average degree of departure from neutrality of each 
tier, we would be led to expect that those tiers, — the 3rd and 4th, 
in which neutrality most frequently occurs,* would show a lower 
average of difi^erence of temperature than the tiers which are more 
commonly of higher temperature on one side or the other. Let 
us see how far our figures will bear out this hypothesis. 

Taking first the 3rd tier, we find that so far from showing a 
lower average than all the rest excepting the 4th tier, it, on the 
contrary, has the second highest average. With regard to the 4th 
tier, it is, to, be sure, one of the three lowest in average, but then 
it is equal to the and tier, and superior to the isttier. Referring 
to Tables I and 2, we will take from the former the percentages 
of times of occurrence of neutrality in each of the eleven spaces 
in which it is most common, and will take from Table 2, and place 
beside these percentages, the degrees of difference of temperature 
noted in each of the eleven spaces specified. 



Percentagf 


;s of times of 


Degree of difference of 


occurrence 


• of neutrality. 

1st Tier. 


temperature. 


3rd District 


16 

and Tier. 


o-i]4°C. (o-305°F.). 


3rd District 


12 


o-23°C. (o-4i4°F-)- 


4th „ 


22 

3rd Tjer. 


o-i47°C. (o-264°F.). 


ist District 


22 


o-204°C. (o-367°F.), 


and „ 


24 


o-304°C.(o-547°F.). 


y^ » 


10 


o-46i°C. (o-829°F. . 


4th „ 


la 

* Vide p. 36. 


o-304°C. (o-547°F.). 
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Percentages of 


times of 


Degree of difference 


occurrence 


of nf 


:utrality. 
4th Tier. 


of temperature. 


1st District 


13 




o-o76°C. fo-i36''F.) 


and „ 


24 




o-o76°C. (o-i36°F.) 


Srd » 


30 




o-304°C. (o-547°F.) 


4th „ 


13 




o-304°C.(o-S47°f.)- 



Examining the above figures we fail to find any definite 
relation between the frequency of occurrence of neutrality in 
spaces and the degree of difference of temperature found in these 
spaces. It is true, that the 3rd district, 3rd tier, shows the smallest 
percentage of times of occurrence of neutrality and the greatest 
difi^erence of temperature ; but other spaces yield contradictory 
results : — thus, the highest percentage noted, — 30, — is found in a 
space, — 3rd district 4th tier, — which possesses with three others, 
— 4th district, 4th tier, and and and 4th districts, 3rd tier, — the 
second greatest difference of temperature observed, namely, 
0-304° C. (0-547° ^•) » ^"'^5 moreover, these three spaces for the 
same differences of temperature do not all show equal percentages 
of times of occurrence of neutrality ; two, — 4th district, 3rd and 
4th tiers, — have, indeed, the same percentages, but the third shows 
twice the percentage of the other two ; and another space, — and 
district, 4th tier, — which has the same percentage as the above 
third-mentioned space, exhibits a difference of temperature only 
one quarter of that of the latter, namely, 0-076° C. (0-136° F.), 
the smallest difference of temperature noted, which it has in 
common with an adjoining space, 1st district, 4th tier, — which 
latter has but a little more than half the percentage of neutrality 
of the former. 

If we take the average difference of temperature of the eleven 
spaces enumerated above, and the average difference of temperature 
of the other sixteen spaces, we find the former figure to be 
0-339° ^- (o'4i*° f".), and the latter figure to be 0-360° C. 
(0-468° F.). 

Again, if we take, on the one hand, all those cases in which 
the percentage of superiority of temperature (right or left, irre- 
spectively) is above 60 ; and, on the other hand, all those cases in 
which the percentage of superiority of temperature on a side is 60 
or below that amount, we have for the first class of cases, — nine- 
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teen in number, — an average difference of temperature of o'2i9° C. 
(0-394° F.) ; and for the second class of cases, — eight in number, 
— an average diiFerence of temperature 0-182° C. (0*327° F.). 

Lastly, if we take the average difference of temperature of the 
six spaces which show the highest percentages of cases of 
superiority of temperature on a side (ist and 2nd districts of 1st 
and 2nd tiers ; 5th district 2nd tier ; and 3rd district 3rd tier), 
and the average difference of temperature of the five spaces which 
show the lowest percentages of cases of superiority of temperature 
on a side (3rd districts ist and and tiers ; and ist, 2nd, and 3rd 
districts 4th tier), we find the first of these averages to be 0-245° ^• 
(0-441° F.) ,and the second to be 0-160° C. (0-288° F.). 

These last three analyses seem to indicate the existence of some 
kind of relation between the frequency of occurrence of superiority 
of tempearture on a side, and the thermometric degree of this 
superiority. Thus all three analyses give the highest average 
difference of temperature to those cases in which the average 
percentage of times of occurrence of superiority of temperature is 
greatest. The following figures show the percentages of times of 
occurrence of superiority of temperature on a side, and the 
corresponding differences of temperature, in each of the above 
three analyses : — 





of 


times of occurrence of 


Average difference of 




superiority of temperature 
on a side. 


temperature. 






Analysis i. 




In eleven spaces 
In sixteen „ 




• • 57-363 • • 
. 69-875 . . 

Analysis 2. 


0-229°C. (0-4I2°F.). 

o-26o°C. (o-468°F.). 


In eight spaces 
In nineteen „ 




■ • 53-375 • • 
• • 69-579 . . 

Analysis 3. 


o-i82°C. (o-327°F.). 
o-2i9°C. (o-394°F.). 


In five spaces 
In six „ 




. . 49-400 . . 
• • 75-333 • • 


o-i6o°C. (o-288°F.). 
o-245°C. (o-44i°F.). 



But in spite of the above results, the discrepancies existing in 
individual spaces are so numerous and so marked, that it can 
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hardly be conceded that any constant and decided relation exists 
between the two kinds of values under consideration. To point 
out some of these individual contradictions ; — the 2nd and 5th 
districts of the 2nd tier have precisely the same percentages of 
numbers of times of occurrence of superiority of temperature on a 
side, and yet the iirst named of the two spaces shows a difference 
of temperature more than twice that of the second. Again, the 
2nd districts of the 1st and 2nd tiers have within one per cent, 
the s^me percentages of superiority of temperature, and yet one 
shows a difference of temperature double that of the other. Also, 
.the 1st and 3^rd districts of the 5th tier, with the same percentages 
of superiority of temperature, have, respectively, O'ojb ° C. 
(o"i36° F.), and 0*384° C. (0*69° F.), as differences of temperature^ 
the latter being thus five times greater than the former. Other 
contradictions may be readily found by comparing Tables I and 2. 
If we compare the spaces in districts instead of in tiers, we have 
the following averages of difference of temperature for each dis- 
trict, opposite to which are placed the corresponding percentages 
of times of occurrence of superiority of temperature on both sides, 

taken together. 

Average percentages of 

times of occurrence of Average difference 

superiority of tempera- of temperature, 
ture on a side. 

ist District . . 66-ooo . . o-i48°C. (o-266°F.). 

2nd „ . . 67'ooo . . 0"239°C. (o'43°F.). 

3rd » • • 58-333 • • o-3i9°C.Co-574°F.). 

4th „ . . 63-800 . . o-272°C. (o-489°F.), 

5th „ . . 73-000 . . o-269°C. (o-484°F.). 

Taken thus in districts, the average difference of temperature 
increases from the ist district outward to the 3rd district, where 
it attains its maximum ; thence it diminishes in the 4th and 5th 
districts, but does not in either of these districts fall back to its 
former points in the ist and 2nd districts. 

The figures do not indicate any relation between the frequency 
of occurrence of superiority of temperature in a district and the 
thermometric degree of this superiority. On the contrary, the 
two lowest percentages of occurrence of superiority of tempera- 
ture are associated with the two greatest differences of temperature, 
— 3rd and 4th districts. 
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CHAPTER II. 

EXAMINATION OF THE ANTERIOR REGION IN SPACES ON ONE AND 
THE SAME SIDE. 



We will next consider the relative temperatures of the different 
spaces on one and the same side of the head. We will first com- 
pare the different spaces by tiers, and then by districts. 

Table 3. 

Results of 50 observations on the comparative temperature of each 
pair of spaces situated in the same district of two adjoining 
tiers on one and the same side of the anterior region. 
" Left " and " Right " signify, respectively, left and right 
sides of the head. The figures denote the number of times, 
in a total of 50, in which each space was superior in tempera- 
ture to the space in the same district of the adjoining tier on 
the same side of the head ; thus in 50 comparisons of the 1st 
and 2nd tiers in the ist district, on the left side of the head, 
the temperature was higher in the ist tier 34 times and in 
2nd tier 16 times. 

ist District. 2nd District. 3rd District. 4th District. 5th District. 
Left. Right. Left. Right. Left. Right. Left. Right. Left. Right. 
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{a) Comparison of spaces situated in the same district of two 
adjoining tiers (Table 3). 

Analyzing the above table we obtain the following results : — 

1st. The whole of the 2nd tier is, in the majority of cases of 
higher temperature than the first tier, on both sides of the head ; 
with the exception that, on both sides, the ist district is generally 
of higher temperature in the ist tier than in the 2nd tier. 

2nd. The whole of the 2nd tier is, in the majority of cases, of 
higher temperature than the 3rd tier, on both sides of the head. 

3rd. The whole of the 3rd tier is, in the majority of cases, of 
higher temperature than the 4th tier, on both sides of the head. 

4th. The whole of the 4th tier is, in the majority of cases, of 
higher temperature than the 5th tier, on both sides of the head. 

5th. The whole of the 6th tier is, in the majority of cases, of 
higher temperature than the 5th tier, on both sides of the head. 

It will be observed that there are no cases of equality of tem- 
perature in Table 3. Such cases are not, however, unfrequent ; 
but as their places and times of occurrence present no regularity, 
happening, as they may, in every set of spaces compared, and in 
very dissimilar ratios of frequency at different times, they have 
been omitted from the table. 

The following are the average percentages of numbers of times 
of occurrence of superiority of temperature of a given tier over the 
tier adjoining, on one and the same side of the anterior region : — 

Percentages of times of occurrence of superiority of temperature. 

Right side. Left side. 
1st district, 1st tier, superior to 

ist district, 2nd tier . . 72*0 . . 68'000 
Remainder of 2nd tier, superior 

to 1st tier. .... jro . ^ 70*000 

2nd tier, superior to 3rd tier 55 "6 . . 55"6oo 

3rd tier, superior to 4th tier . 73'6 . . 73*200 

4th tier, superior to 5th tier . 70*5 . . 73*500 

6th tier, superior to 5th tier . 58*0 . . 54*666 



Table 4. 
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Comparison in degrees Centigrade and Fahrenheit of each space 
of each tier with the space in the same district of the tiei- 
immediately adjoining on one and the same side of the 
anterior region. "Left" and "Right" signify respectively 
left and right sides of the head. The figures are placed in 
the tier, having the higher temperature of the two compared: 
thus, the figures 0'04° C. — 0*072° F., in the left-hand lowest 
space of the table, denote that, on the left side of the head, 
in the ist district^ the temperature is higher in the ist tier 
than in the 2nd by the above amount. The results are the 
mean of 50 observations on each pair of spaces. 

Tiers compared, 
ist & and. and & 3rd. 3rd&4th. 4th & 5th. sth&6th. 
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48 Temperature of the Head. 

Table 4 gives the thermometric values of the differences of 
temperature between corresponding spaces of adjoining tiers : — 
from it we deduce the following results : — 

Average thermometric values of differences of temperature between 
adjoining tiers of one and the same side of the anterior region. 

Right side. Left side. 

1st district, 1st tier, higher 
in temperature than ist 

district, 2nd tier by . o-03°C.(o-o54°F.) — o-04°C.(o-072°F.). 
Remainder of and tier, 
higher in temperature 
than remainder of ist 

tier by . . o-i55°C.(o-279°F.)— o-i65°C.(o-297°F.). 

and tier higher in tempera- 
ture than 3rd tier by o-o8°C.(o-i44°F.)— o-o68°C.(o-i22°F.). 
3rd tier higher in tempera- 
ture than 4th tier by o-296°C.(o-532°F.)— o-324°C.(o-583°F.). 
4th tier higher in tempera- 
ture than 5th tier by o-3i2°C.(o-56i°F.)— o•302°C.(o•543°F.)■ 
6th tier higher in tempera- 
ture than 5th tier by o-26o°C. (o-468°F.)— o-273°C.(o-49i°F.). 
The preceding figures show that the and tier has the highest 
temperature j that the 3rd tier comes next in order j then the ist 
tier ; after that the 4th ; then the 6th ; and last the 5th ; — and 
this order holds good for both sides of the head. 

If we suppose the average absolute temperature of the and tier, 
right side, to be 34-5° C. (94-1° F.) ; and that of the same tier, left 
side, to be 34-608° C. (94-294° F.),* the following will represent 
the temperature of each tier on the two sides. The first district, 
1st tier of each side is omitted from the calculation : — 
Right side. Left side, 

ist tier— 34-345°C. (93-82i°F.) . 34-443°C. (93-997°F.)- 
2nd „ 34-5oo°C.(94-i°F.) . 34-6o8°C. C94-294°F.). 
3rd „ 34-420°C. (93-956°F.) . 34-S4o°C. C94-i72°F.). 
4th „ 34-i24°C. (93-424°F.) . 34-2i6°C. (93-589°F.). 
5th „ 33-8i2°C.(92-863°F.) . 33-9H°C. (93-046°F.). 
6th „ 34-072°C. r93-33i°F.) . 34-i87°C. (93-537°^.). 

* The additional amount o-io8°C. on the left side represents the average 
superiority of temperature of the left side of the anterior region over the right 
side in the 2nd tier, as obtained from Table 2. 
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If we take the percentage of times of occurrence of superiority 
of temperature of one tier over another and the thermometric 
values of the differences of temperature between the tiers, on both 
sides of the head taken together, we have the following figures : — 

Percentages of times of Mean difference ot 

occurrence of superiority temperature between 
of temperature of one tier adjoining tiers, on one 
over another, on one and and the same side ot 
the same side of the head. the head. Mean 
Mean results of both sides results of both sides 
taken together, taken together. 

1st district, ist tier, superior to 

1st district, and tier . 70*000 . . 0"03S°C. (o'o63°F.). 

Remainder of and tier, superior 

to remainder of ist tier . 70*500 . . o*i6o°C. Co'288°F.). 

and tier, superior to 3rd tier 55'6oo . . 0"074°C. (o"i33°F.). 

3rd tier, superior to 4th tier 73'400 . . o*3io°C. (o"558°F.). 

4th tier, superior to 5th tier 72-000 . . 0'307°C. (o'55a°F.). 

6th tier, superior to 5th tier 56*333 . o-266''C. (o'478°F.). 

Looking at the above figures, we see that there is no constant 
relation between the percentage of times in which a given tier is 
of higher temperature than another tier, and the thermometric 
value of the difference of temperature between the two tiers. 
Thus, although the two highest percentages of times of occurrence 
of superiority of temperature coincide with the two greatest 
thermometric values (comparison of 3rd tier with 4th tier, and of 
4th tier with 5th tier), yet the two lowest percentages coincide 
with very different thermometric values, — one of these values being 
more than three times that of the other (comparison of and tier 
with 3rd tier, and of 6th tier with 5th tier), — the percentages 
being nearly the same. By comparing Tables 3 and 4, we can 
find many individual contradictions of the existence of the relation 
referred to. For example, the comparison of<:he 4th and 5th tiers, 
in the 4th district, right side, gives a percentage of superiority to 
the 4th tier of 64, and a thermometric difference ofo'35°C. 
(0*63° F.) ; while the comparison of the ist and and tiers in the 
5th district, right side, gives a percentage of superiority to the and 
tierof 73, and a thermometric difference of only 0*03° C. (0*054° ^ •) 
or a little more than one twelfth of the former difference of 
temperature. 

The average difference of temperature for all the individual 
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spaces, in the comparison by tiers, is, on the right side, 0-207° C. 
(0-372° F.) ; and, on the left side, 0-213° C- (0-383° F.). The 
average difference of temperature for the two sides taken together 
is, therefore, o-2io° C. (0-378° F.). 

We pass now to the comparison by districts of spaces on one 
and the same side of the anterior region. 

(b) Comparison of spaces situated in two adjoining districts 
in the same tier, on one and the same side of the head. 

Table 5. 
Results of 50 observations on the comparative temperature of each 
pair of spaces situated in adjoining districts of the same tier 
on one and the same side of the anterior region. " Left " 
and " Right " signify, respectively, left and right sides of the 
head. The figures denote the number of times in which 
each space was superior in temperature to the space in the 
adjoining district of the same tier ; thus in 50 comparisons 
of the 1st and 2nd districts in the ist tier, on the left side, 
the temperature was higher in the ist district 30 times, and 
in the 2nd district 20 times. 



Districts compared, 

ist&znd. znd& 3rd. 3rd&4th. 4th&5th. 



6th Tier 



ier < 



Right 



5th Tier 



ier i. 



4.th Tier 



3rd Tier 



ind Tier 



ist Tier 



Left . 
Right 
Left . 
Right 
Left . 

r Right 

(.Left . 

r Right 

(.Left . 
(■Right 
Left , 



I 



18 


32 


20 


30 










21 


29 


22 


28 


30 


20 


23 


27 


'9 


3> 


30 


20 


22 


28 


21 


29 


16 


34- 


'7 


33 


16 


34 


31 


19 


13 


37 


6 


44 


'5 


35 


36 


14 


16 


34 


16 


34 


15 


35 


39 


II 


'7 


33 


8 


42 


17 


33 


20 


30 


13 


37 


10 


40 


16 


34 


33 


17 


15 


35 


'S 


35 


'4 


36 


15 


35 


28 


22 


14 


36 


20 


30 


22 


28 


30 


20 


18 


32 


22 


28 


35 


»5 
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The table shows, in the first place, that there is not the same 
regularity in the distribution of temperature by districts that there 
is in the distribution by tiers. Analyzing the table, we obtain 
the following results : — 

1st. The 1st district is of higher temperature, in the majority 
of cases, than the 2nd district in the ist and 5th tiers, on both 
sides of the head, 

2nd. The 2nd district is of higher temperature than the ist 
district, in the majority of cases, in the 2nd, 3rd, 4th, and 6th 
tiers, on both sides of the head. 

3rd. The 3rd district is of higher temperature than the 2nd 
district, in the majority of cases, in every tier, on both sides of the 
head. 

4th. The 4th district is of higher temperature than the 3rd 
district, in the majority of cases, on both sides of the head, in 
every tier. 

5th. The 4th district is of higher temperature than the 5th 
district, in the majority of cases, in the first tier left side ; in the 
2nd and 3rd tiers, ri^ht side ; and in the 4th tier on both sides of 
the head. 

6th. The Sth district is of higher temperature than the 4th 
district, in the majority of cases, in the first tier right side ; and 
in the 2nd and 3rd tiers left side.* 

The following are the mean percentages of times of occurrence 
of superiority of temperature of a given district over the district 
adjoining. 

Percentages of times of occurrence of superiority of temperature. 

Right side. Left side. 
2nd district superior to ist district . 59"666 . 58000 
3rd district superior to 2nd district . 66 '666 . 69*666 
4th district superior to 3rd district . 65-600 . 64*400 
4th district superior to 5th district . 62-500 . 53*000 

* What has been said of the occurrence of equality of temperature in the 
comparison by tiers, applies also to the comparison by districts ; hence the 
omission from the table of cases of neutrality. 
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Table 6. 
Comparison in degrees Centigrade and Fahrenheit of each space of 
each district with the space in the adjoining district of the 
same tier, on one and the same side of the anterior region. 
" Left " and " Right " signify, respectively, left and right 
sides of the head. The figures are placed in the district 
having the higher temperature of the twro compared ; thus, 
the figures 0*19° C. (o'342° F.) in the left hand lowest space of 
the table, denote, that, on the left side of the head, in the ist 
tier, the temperature is higher in the ist district than in the 
2nd by these amounts. The results are the mean of 50 
observations on each pair of spaces 



6th 
Tier 



Right 
Left 



5th , 
Tier 


Right 
Left 




>- 


4th 
Tier* 


'Right 
Left 




^ 


5rd 
Tier* 


Right 
Left 




^ 


and 
Tier' 


Right 
Left 




^ 


1st 
Tier' 


Right 
Left 



ist and 2nd. 



Districts compared. 
2nd and 3rd. 3rd and 4th. 



4th and 5th. 





ooi°C. 
o-oi8°F. 




o"o7''C. 
o-i26°F. 












o-oi°C. 
ooi8°F. 




o-o4°C. 
o-o72°F. 




o-i°C. 
o-ig°F. 






o-05°C. 
o'og'F. 




o-09°C. 
o-i62°F. 


0-I2°C. 

o-2i6°F. 






oo6°C. 
o-io8°F. 




o-os°C. 
o-o9°F. 




o-o4°C. 
o-o72°F. 




oo7°C. 
o-i26°F. 




o-og°C. 
o'i44F. 


o-07°C. 
o.i26°F. 






o-oi°C. 
o-oi8°F. 




o-og°C. 
o-i44°F. 




o-03°C. 
o-o54°F. 


o-o3°C. 
o-o54°F. 






o-o3°C. 
o-o54°F. 


•« 


o-o6°C. 
o-io8°F. 




o-i3°C. 
o-234°F. 


0-02°C. 

o-o36°F. 






o-o5°C. 
o-o9°F. 




0-02°C. 

0-03 6°F. 




o-o4°C. 
o'oyiF. 




0-O4°C. 
o'o72°F. 




o-03°C. 
o-054°F. 




0-02°C. 

0-03 6°F. 




o-o7°C. 
o-i26°F. 


o-03°C. 
0-054F. 






0-O2°C. 

o-036°F. 




0'02°C. 

o-036°F. 




o'oi'C. 
o-oi8''F. 




o-oi°C. 
o-oi8°F. 


o-26°C. 
468°F. 






o-os''C. 
o-o9°F. 




o-»°C. 
o-36°F. 




o'o4 C 
o-072°F. 


o-i9°C. 
o-34Z°F. 






o-o4°C. 
o-o7a°F. 




o-03°C. 
o-o54"F. 


0'07°C. 
b-i26°F. 
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Table 6 gives the thermometric values of the differences of 
temperature between corresponding spaces of adjoining districts. 
We obtain from it the following averages. 

Average thermometric values of differences of temperature between 
adjoining districts of one and the same side of the anterior region. 

Right side. Left side. 

I St district higher in tem- 
perature than and dis- 
trict by . 0-042° C. (0-075° F.)— 0-037° C. (o-o66°F.). 

3rd district higher in tem- 
perature than and dis- 
trict by . 0-053° C. (0-095° F.)— 0-043° C. (0-077° F-)- 

4th district higher in tem- 
perature than 3rd dis- 
trict by , o-i 14° C. (0-205° F.)— 0-032° C. (0-057° F-)- 

4th district higher in tem- 
perature than 5th dis- 
trict by . 0-02° C. (0-036° F.)— 0-012° C. (0-021° F.). 

From the above figures we learn that the 4th district has the 
highest temperature ; that next in order comes the 5th district ; 
then the 3rd district ; then the ist district ; and lastly, the 2nd 
district ; this order holding good of both sides of the head. 

Taking the average temperature- of the 4th district of the right 
side as 34-5° C. (94-1° F.), and that of the same district of the left 
side as 34-228° C. (93-61° F.),* we obtain the following tempera- 
tures for each side of the head, taken by districts : 

ist district-34-375° C. (93-875° F.)-34- 190° C. (93-542° F.). 
2nd „ 34-333° C. (93-8° F.) -34-153° C (93-476° F.). 
3rd „ 34-386°C. (93-895° F.)-34- 196° C. (93-553° F.). 
4th „ 34-500° C. (94-1° F.) — 34-228° C. (93-610° F.). 
5th „ 34-480° C. (94-064° F.) -34-216° C. (93-589° F.). 

Comparing the average percentages of times of occurrence of 
superiority of temperature of one district over another with the 
corresponding average thermometric values of difference of tem- 

* The o'272'' C. difference between the right and left sides is the average 
difference between the 4th districts of the two sides of the head, according to 
Table 2. 
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perature, on both sides of the head considered together, we have 
the following figures : — 

Percentages of times of occurrence Mean difference of tem- 
of superiority of temperature of perature between ad- 
one district over another on one joining districts on 
and the same side of the head. one and the same side 
Mean results ofboth sides taken of the head. Mean re - 
together. 

1st district superior to 2nd 

district 
2nd district superior to ist 

district 
3rd district superior to 2nd 

district 
4th district superior to 3rd 

district 
4th district superior to 5th 

district 
5th district superior to 4th 

district 

Here again we fail to find a definite relation between the fre- 
quency of occurrence of superiority of temperature and the ther- 
mometric value of this superiority j and a comparison of Tables 5 
and 6 shows that the individual spaces also fail to indicate any 
constant relation between the two classes of values. 

The average difference of temperature for all the individual 
spaces in the comparison by districts is, on the right side, o"o63° C. 
(0-113° F.).; and, on the left side, 0-046° C. (0-083° F.). The 
average difference of temperature for the two sides taken together 
is, therefore, 0-055° C. (0-099° F.). 

Lastly, if we take the three principal classes of experiments, 
which have thus far engaged our attention, namely, those on the 
comparative temperature of the two sides of the head ; those on 
the comparative temperature of different tiers on one and the same 
side of the head ; and those on the comparative temperature of 
different districts of one and the same side of the head, we have 
the following values : — 





suits of both sides 




taken together. 


59-00 


0-167° C. (0-3° F.). 


67-75 


0-025° C. (0-045° F.). 


68-166 


0-048° C. (o-o86° F.> 


64-8 


0-073° C. (0-131° F.). 


69-6 


0-044° C. (o-o.79°F.). 


62-0 


0-03^ C. (0-054° F.J. 
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Camparison of the two sides of the head. 

Average diiFerence of temperatu re 
Average percentage of times of 

occurrence of superiority of 

temperature of either side of 

the head over the other . . 64.777 — 0*247° C- (o"444° F.)- 

Comparison of adjoining tiers of one and the same side. 

Average difference of temperature. 
Average percentage of times of 
occurrence of superiority of 
temperature of one tier over 
another on both sides taken 
together 66-045 — 0'2i° C. (0-378° F.). 

Comparison of adjoining districts of one and the same side. 

Average difference of temperature. 
Average percentage of times of 
occurrence of superiority of 
temperature of one district 
over another on both sides 
taken together 66-ii9 — 0-055° C. (0-099° F.). 

According to the above figures, superiority of temperature of 
one side of the head over the other occurs a little less frequently 
than superiority of temperature of one tier or district over another 
on one and the same side of the head.* With regard to degree 
of difference of temperature the greatest average is found where 
the two sides of the head are compared ; the next greatest average 
(very nearly equal to the first), where tiers on one and the same 
side are compared j and the smallest average (decidedly less than 
the other two), where districts on one and the same side are 
compared. 

* The two sides of the head are rarely equal in temperature, but the balance 
of superiority shifts so frequently from one side to the other that the percentage 
of superiority for either side, in a given number of observations, is compara- 
tively small. 



CHAPTER III. 

SUBDIVISIONS AND MEASUREMENTS OF THE MIDDLE REGION, 
EXAMINATION OF THE MIDDLE REGION IN SYMMETRI- 
CALLY SITUATED SPACES OF THE TWO SIDES. 

Subdivisions and measurements of the middle region. 

The boundaries of the middle region have been given on p. 2g. 
This region is divided on each side into seven tiers by six equi- 
distant lines drawn parallel to the longitudinal median line. The 
tiers are numbered i to 7 from below upward. There are five 
districts in each lateral half, formed by four equidistant lines 
drawn parallel to the anterior and fjosterior boundaries. The 
districts are numbered i to 5 from the anterior boundary back-t 
ward. The following are the measurements of the standard 
head : — 

Height of each lateral half of the region, measured on the 
anterior boundary line, 159*5 '"'"• (6'279 inches). Height of 
each lateral half, measured on the posterior boundary line, 190 mm. 
(7'48 inches).* Breadth of region on the median line 83 mm. 
(3-26 inches). The height of each lateral half on the anterior 
boundary being 159*5 mm.. (6"279 inches), each tier will mea- 
sure vertically on this line 2278 mm. (0*89 inch). The breadth 
of the region on the median line being 83 mm. (3'26 inches), 
each district will measure horizontally on this line i6'6 mm. (o"65 
inch). The ear cuts ofF horizontally 32*5 mm. (i'27 inch) ; 
commencing at 4-3 mm. (o"i69 inch) from the anterior boundary 
of the 3rd district 1st tier, it includes the remainder of the 3rd 
district, the whole of the 4th district, and 3"6 mm. (o* 14 inch) of 
the 5th district. Vertically, the attachments of the ear to the 
temporal bone extend 3 mm. into the 2nd tier in the 3rd and 4th 
districts. The upper boundary of the 4th tier is 96 mm. (3779 
inches) distant, vertically, from the upper border of the external 
auditory meatus. The posterior boundary of the 3rd district in 

* These two measurements of height are the halves of the distances over 
the top of the head, taken on the anterior and posterior boundaries, respec- 
tively. 
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the 1st tier, passes through the centre of the external auditory 
meatus. 

As it was impossible on account of the hair to measure ofF the 
middle region with the chalked string used in the anterior region, 
callipers were employed. Where the hair was thick the piles 
were made sufficiently small to pass between the hairs down to 
the skin (p. 21, Part I). 

We will proceed to examine the middle region in the same 
manner as that adopted in the anterior region. We have thirty- 
four spaces on a side to examine. 

Comparison of symmetrically situated spaces of the two sides 
of the head. 

Table 7. 

Results of 100 observations on the comparative temperature 
of each pair of symmetrically-situated spaces of the two sides of 
the middle region. " R." signifies right side, " L." left side, and 
" N." equality of the two sides. The figures prefixed to " R.," 
" L.," and " N.," denote the number of times in a total of 100 in 
which the temperature was higher on the right side, on the left 
side, or was equal on the two sides. 

I St district, and district. 3rd district. 4th district. 5th district. 



7tli Tier. 

6th Tier. 

5th Tier. 

4th Tier. 

3rd Tier. 

ind Tier. 

I St Tier. 



30 L. 
65 R. 

jN. 


54 L. 
40 R. 

6N. 


70 L. 
30 R. 


72 L. 
28 R. 


60 L. 
40 R. 


36 L. 
64 R. 


59 L. 
29 R. 

12 N. 


75 L. 
25 R. 


73 1.. 
23 R. 

4N. 


70 L. 
30 R. 


35 L. 
65 R. 


63 L. 
29 R. 

8 N. 


77 L. 
17 R. 

6 N. 


65 L. 
30 R. 

5N. 


60 L. 

55 R. 

5N. 


38 L. 
62 R. 


49 L. 

42 R. 

9N. 


70 L. 
26 R. 

4N. 


52 L. 
41 R. 

7N. 


50 L. 
40 R. 

10 N. 


35 L. 
65 R. 


40 L. 
60 R. 


35 L. 
65 R. 


34 L. 
66 R. 


33 L. 
67 R. 


35 L. 
65 R. 


28 L. 
72 R. 


33 L. 
67 R. 


32 L. 
68 R. 


28 L. 
72 R. 


60 L. 
30 R. 

10 N. 


35 L. 
54 R. 
II N. 


30 L. 
65 R. 

5N. 


Ear. 


40 L. 
60 R. 
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Examining the table we see that in the middle region, as in 
the anterior region, every space may be of higher temperature on 
either the right side or the left side, in turn. 

Omitting the instances of equality of temperature we have for 
each district of each tier the following proportions in numbers of 
times of superiority of temperature on the right and left sides 
respectively : 

1st Tier. 
1st District — 2'oo times to i in favour of left side.* 



and „ 


1-54 


» 


„ right side» 


3rd „ 


2-17 


■>■> 


5> It 


4th „ 


ear. 






5th „ 


1-5 


n 

2nd Tier. 


■>■> 5» 


istDistrict- 


-1-86 


times to i in 


favour of right side. 


2nd „ 


2-57 


■)' 


•>■> 


3rd „ 


2-03 


n 


» 


4th „ 


2-12 


n 


5» 


5th „ 


2-57 


5> 

3rd Tier. 


11 


istDistrict- 


-1-86 


times to i in 


favour of right side. 


2nd „ 


1-50 


55 


■>■> 


3rd „ 


1-86 


V> 


» 


4th „ 


1-94 


n 


•>•> 


5th „ 


2-03 


5> 

4th Tier. 


n 


istDistrict- 


-1-63 


times to i in 


favour of right side. 


2nd „ 


i-i6 


)j 


„ left side. 


3rd „ 


2-69 


51 


■>■> n 


4th „ 


1-27 


■>■> 


It 55 


5th „ 


1-25 


■)■> 


55 55 



Sth Tier. 
1st District — 1*86 times to i in favour of right side, 
and „ 2' 1 7 „ „ left side. 

3rd „ 4-53 „ „ „ 

4th 5, 2" 1 7 55 55 55 

5th „ 171 55 55 55 

* M. Broca's " frontal " thermometer would seem to have been placed 

either in this space or in the 5th district ist tier, anterior region, — or again, 

possibly, partly in each space. 
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6th Tier. 

1st District — 1*78 times to 1 in favour of right side. 
2nd „ 2*03 „ „ left side. 

3rd „ 3-00 
4th „ 3-17 
5th „ 2-33 

7th Tier. 

1st District — 2" 17 times to i in favour of right side, 
2nd „ I "35 „ „ left side. 

3''^ » 2-33 „ „ „ 

4th „ 2-57 » » » 

Sth „ 1-50 „ „ „ 

The above shows us that, of the thirty-four spaces on a side 
compared, one half are of higher temperature on each side. 

Taking the total number of observations in vi^hich either the 
right or left side wras the warmer, namely, 3293, we find that the 
right. side had the higher temperature in 1637 instances, and that 
the left side had the higher temperature in 1656 instances. The 
percentages of times of occurrence of superiority of temperature 
are, therefore, for the right side 497 11, and for the left side 
50"289. The mean percentage in favour of the right side in the 
seventeen spaces which, in the majority of cases, are of higher 
temperature on this side is 65 "634, and the corresponding per- 
centage in favour of the left side is 66-852. 

The spaces in which neutrality occurs, and the proportionate 
numbers of times of its occurrence in each space, are as follows : 

1st Tier. 

1st District — i in lO'OO times. 
2nd „ I „ 9-09 „ 
3rd „ I „ 20-00 „ 

4th Tier. 

2nd District — i in ii-ii times. 
3rd „ I „ 25-00 „ 

4th „ I „ 14-28 „ 

5th „ I „ 10-00 „ 
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5th Tier. 
2nd District — i in i2"5oo times, 
3rd „ I „ 16-666 „ 

4th „ I „ 20-000 „ 

5th „ I „ 20-00O „ 

6th Tier. 

2nd District — i in 8-333 times. 
4th „ I „ 25-000 „ 

7th Tier. 
1st District — i in 20-000 times. 
2nd „ I „ 1 6-666 „ 

Thus equality of temperature of the two sides is found in 
fifteen spaces, or in 44-117 per cent, of the whole number of 
spaces. Of the total number of observations included in the 
table, — 3400 — 107, or 3-147 per cent., show equality of tempera- 
ture. In the fifteen spaces to which equality of tempierature is 
limited it exists in 7-133 per cent, of all the observations. 

In the total number of observations we have the following 
percentages of times of occurrence of superiority of temperature 
on the right and left sides, and of equality of temperature on the 
two sides : 

In favour of right side — 48-147 per cent, 
„ left „ 48-706 „ 
„ equality 3-147 „ 

In the fifteen spaces in which right and left superiority and 
equality of temperature, are all found, the percentage of each 
condition is as follows : 

In favour of right side — 37'733 per cent, 
„ left „ 55-134 » 
„ equality 7-133 „ 

These latter figures show a decrease in the percentage for the 
right side, and an increase in the percentages for the left side and 
for equality. 

If now we compare the results thus far given with the corre- 
sponding ones obtained in the anterior region, we observe the 
following differences : 

1st. The distribution of superiority of temperature by numbers 
of spaces is equal on the two sides, in the middle region, whereas, 
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in the anterior region, two thirds of the spaces are in favour of 
the right side. 

2nd. The times of occurrence of superiority of temperature on 
the right and left sides, respectively, are more nearly equal in the 
middle region than in the anterior region. Thus, in the former 
region the percentages are — right side, 49" 711 ; left side,' 50-289 ; 
while in the latter region the percentages are — right side 54*153 ; 
left side 45 '847. 

3rd. Equality of temperature has both a more limited area and 
occurs in a smaller percentage of times in the middle region than 
in the anterior region. 

Taking the percentages of right and left superiority of tempera- 
ture, and of equality of temperature for each entire tier, we have 
the following values : 

Percentages for Tiers. 





Right side. 


Left side. 


Neutral. 


1st Tier 


52-25 


41-25 


6-5 


and „ 


68-80 


31-20 





Srd „ 


64-60 


35 '4° 





4th „ 


42-20 


51-80 


6-0 


5th „ 


35-20 


60-00 


4-8 


6th „ 


34-20 


62-60 


3-2 


7th „ 


40-60 


57-ao 


2-2 



The and tier shows the highest percentage for the right side ; 
the 6th tier the highest percentage for the left side ; and the ist 
tier jthe highest percentage for equality. 





Percentages for 


Districts. 






Right side. 


Left side. 


Neutral, 


1st District 59-428 


38-428 


2-144 


2nd „ 


46-571 


46-857 


6-572 


Srd „ 


42' 143 


557H 


2-143 


4th „ 


42-666 


54.- 666 


2-668 


5th „ 


49' 143 


48-714 


2-143 



The 1st district shows the highest percentage for the right 
side ; the 3rd district the highest percentage for the left side ; 
and the 2nd district the highest percentage for neutrality. 

With regard to individual spaces the highest percentages are 
as follows : 
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In favour of Right Side, 

and District of and Tier — 7a per cent. 
3rd „ and „ 67 „ 

4th „ and „ 68 „ 

5th „ and „ 7^- „ 

5 th „ 3rd „ 67 „ 

In favour of Left Side. 

3rd District of 5th Tier — 77 per cent. 
3rd „ 6th „ 75 „ 

4th „ 6th „ 73 „ 

4th „ 7th „ 72 

In favour of Neutrality, 

1st District of ist Tier — 10 per cent, 
and „ 1st „ II „ 

and „ 4th „ 9 „ 

Sth „ 4th „ 10 „ 

and „ 6th „ la „ 

To sum up the principal points of the comparative distribution 
of superiority of temperature on the two sides of the middle 
region thus far given vire find, that, commencing with the ist 
district, ist tier, the temperature in this space is higher on the 
left side ; that in the remaining three districts of the ist tier, and 
in the whole of the and and 3rd tiers, the balance of higher tem- 
perature is in favour of the right side ; that, the ist district in the 
4th, 5th, 6th, and 7th tiers is also of higher temperature on the 
right side ; that, in the and, 3rd, 4th, and 5th districts of the 4th, 
5th, 6th, and 7th tiers the higher temperature is found on the 
left side (Diagram 5). 

Unlike the anterior region the middle region presents no 
marked anomalies of distribution of temperature. 
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Analyzing the above table, we find that, unlike the anterior 
region, the middle region shows a decided inequality in the mean 
differences of temperature of the two sides : — thus, the mean 
difference of temperature for the seventeen spaces, which are, on 
an average, of higher temperature on the right side than on the 
left, is 0-0589° C. (o"io6°F.); while the mean difference of 
temperature for the seventeen spaces, which are, on an average, 
of higher temperature on the left side than on the right, is 
c-iio3°C. (0*198° F.). The greatest difference of temperature 
noted is in the 3rd district, 5th tier, left side, namely, o'a64°C. 
(o"475°F.); the smallest differences noted are in the' 4th 
district, 2nd tier, arid 5th district, 2nd and 3rd tiers, all right 
side, — the difference in each case being o"oi6° C. (o'028° F.). 
The extreme range of difference of temperature is, therefore, 
0*248° C. (0*446° F.). The mean difference of temperature of 
all the observations taken together, irrespective of sides, is 
0*087° C. (0-152° F.). 

Taking, next, the average difference of temperature in each 
tier, on both sides of the head taken together, we have the 
following values : — 

I St Tier. 2nd Tier. 3rd Tier. 4th Tier. 5th Tier. 6th Tier. 7th Tier. 

o-094°C. o036°C. o-049°C. o-o46°C. o'lzg'C. o-i36°C. o-i2°C. 
(o-i69°F.) (o-o64°F.) (o-o88°F.) (o-og2°F.) (o-23°F.) (o-244°F.) (o-2i6°F). 

The 6th tier has the highest, and the 2nd tier the lowest, 
average. 

Adopting the course pursued in the examination of the 
anterior region, let us see if any relation exists between the 
frequency of occurrence of neutrality in a tier and the mean 
difference of temperature exhibited by that tier. 

The 1st and 4th tiers show the highest, and the 7th tier the 
lowest, percentages of neutrality. In the and and 3rd tiers 
neutrality is absent. Now, the ist and 4th tiers show (especially 
the 4th tier) comparatively small differences of temperature ; 
and the 7th tier shows one of the three greatest differences of 
temperature; but, to offset these results, the and and 3rd tiers, in 
both of which neutrality is wanting, instead of showing a high 
average of difference of temperature, show, the one, the lowest, 
and, the other, one of the three lowest, averages of differences of 
temperature noted. If we take the percentages of the fifteen 
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spaces in which equality of temperature is found, and place 
opposite to each percentage the average difference of temperature 
observed for that space, w^e have the following values for com- 
parison : 



Percentage 
occurrence 


:s of times of 
! of neutrality. 

1st Tier, 


Degree of difference of 
temperature. 


1st District 
and „ 

3'^'J » 


10 

11 

5 


0-033° C. (0-0594° F.). 
0-09° C. (0-163° F.). 

0-057° c. (0-103° F.;. 


and District 

4th „ 
Sth „ 


4th Tier. 

9 

4 

7 
10 

5th Tier. 


0-041° C. (0-073° F.). 
0-033° C. (0-594° F.). 
0-066° C.(o-ii88°F.), 
0-024° C. (o"0432°F.). 


and District 

4th „ 
5th „ 


8 
6 
5 
5 
6th Tier. 


0-082° C. (0-147° F.). 
0-364° C. (0-475° F.). 
0-165° C. (0-297° F.). 
0-016° C. (o-oa88°F.). 


and District 
4th „ 

1st District 
and „ 


T2 

4 
7th Tier. 

5 

6 


0-082° C. (0-147° F.). 
o-i8i°C. (0-325° F.). 

0-049° C. (o-o88°F.). 
0-066° C. (o-ii88°F.). 



The three greatest differences of temperature (3rd and 4th 
districts, 5th tier, and 4th district, 6th tier) are here associated 
with comparatively small percentages of neutrality ; and the four 
largest percentages of neutrality (jst and 2nd districts, 1st tier, 
5th district, 4th tier, and 2nd district, 6th tier) are associated with 
comparatively small differences of temperature. But contradictory 
results are obtained on further analysis. Thus the 4th and 5th 
districts of the 5th tier, with equal percentages, have very un- 
equal differences of temperature, that of the former being more 
than ten times that of the latter. One of the two smallest per- 
centages is found with a low average of difference of temperature 
(3rd district, 4th tier), this average being, moreover, less than 

5 
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half that associated with the greatest percentage of all noted 
(and district, 6th tier). Further, the smallest difference of tem- 
perature noted is found with one of the lowest percentages (5th 
district, 5th tier). 

To ascertain if any relation exists between the frequency of 
occurrence of superiority of temperature on a side and the ther- 
mometric value of the difference observed, we will make three 
analyses after the manner of those prepared in the examination of 
the anterior region. 

Analysis i. 

Average percentage ot 
times of occurrence of Average difference 
superiority of tempera- of temperature, 

ture on a side. 
In fifteen spaces in which 

neutrality exists 6i-o66 0-0832° C. (0-1497° F.). 

In nineteen spaces in which 

neutrality is absent 66-578 0-0899° C. (0-1618° F.). 

Analysis 2. 

In twenty-three spaces in 
which the percentage 
of superiority of tem- 
perature is above 60 67-956 0-0946° C. (0-1703° F.). 

In eleven spaces in which 
the percentage of supe- 
riority of temperature 
is 60 or below . 56-182 0-0724° C. (0-1304° F.). 

Analysis 3. 

In six spaces having the 
highest percentages of 
superiority of tempera- 
ture . . . 73-5 0-146° C. (0-263° F.). 

In six spaces having the 
lowest percentages of 
superiority of tempera- 
ture . . . 53'0 0-0615° C. (0-1 107° F.). 

All three of the above analyses are in favour of a relation 
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between the frequency of occurrence of superiority of temperature 
on a side and the thermometric value of this superiority, since in 
each analysis the greater percentage of frequency coincides with 
the greater thermometric difference. If we take the individual 
spaces, we find that the highest percentage, 77 (3rd district, 5th 
tier), coincides with the greatest thermometric value, 0*264° C* 
(o"475° F.). But further examination shows a number of dis- 
crepancies. Thus the third greatest diiFerence of temperature, 
O'igS" C. (o"365° F.), (5th district, 1st tier^ is associated with a 
percentage of 60, while three spaces which show a difference of 
temperature less than one twelfth of the above — o"Oi6° C. 
(0*0288° F.) — have percentages of 66, 67, and 68 respectively 
(4th and 5th districts, 2nd tier ; and 5th district, 3rd tier). The 
five smallest differences of temperature, averaging o-oi']6° C. 
(0*03 1° F.), are associated with an average percentage of 64*2 
(4th district, and tier ; 5th district, 2nd tier ; 5th district, 4th tier ; 
5th district, 3rd tier ; and 5th district, 5th tier) ; while, as 
Analysis 3 shows, an average difference, three and a half times 
greater than that just given, is found with an average percentage 
of only 53. Again, the 3rd district, 2nd tier, and 3rd district, 
4th tier, with the same difference of temperature, 0*033° C 
(0*0594° F.), have, respectively, as percentages, 67 and 70 ; while 
the 4th district, 5th tier, and 5th district, 7th tier, with differ- 
ences of temperature, 0*165° C. (0*297° ^•)y ^^^ o'ii5° C. 
(0*207° ^•) respectively, are associated, the former with a per- 
centage of 65, and the latter with a percentage of 60. 

In the next place, comparing the spaces in districts, we have 
the following averages of difference of temperature for each 
district, and opposite to these values are placed the average 
corresponding percentages of times of occurrence of superiority of 
temperature. 

Average percentage of 
times of occurrence of Average difference of 
superiority of temperature temperature, 

on a side. 

. 63*714 . . o-o6i°C. (0*109° F.). 

. 58*714 . . 0-072° C. (0*129° F.). 

. 69*857 . . 0*123° C. (0*221° F.). 

. 66*000 . . 0*103° C. (0*185° F.). 

. 62*714 . . 0*077° C.(o*i38°F.). 



1st District 


2nd 


55 


3rd 


n 


4 th 


•>•> 


5th 


55 



68 Temperature of the Head. 

The 3rd district has the greatest average difference of tempera- 
ture, the 4th district the second greatest average, and next in 
order come, successively, the 5th, 2nd, and ist districts. 

This last comparison would seem, in some degree, to favour 
the existence of the relationship wre have just been considering, 
so far as comparison by districts is concerned. Thus the two 
highest percentages of times of occurrence of superiority of tem- 
perature and the two greatest differences of temperature are found 
in the same districts (3rd and 4th) ; but the results in the other 
three districts are in opposition to this conclusion. The lowest 
percentage does not coexist with the smallest difference of tem- 
perature (2nd district); and the ist district, with a larger per- 
centage than the 5th district, shows a smaller difference of 
temperature. 



CHAPTER IV. 



EXAMINATION OF THE MIDDLE REGION IN SPACES ON ONE 
AND THE SAME SIDE. 

We will now examine the relative temperatures of spaces on 
one and the same side of the head, first by tiers and then by 
districts. 

Comparison of spaces situated in the same district of two 
adjoining tiers. 

Table 9. 

Results of 50 observations on the comparative temperature of 
each pair of spaces situated in the same district of two adjoin- 
ing tiers on one and the same side of the middle region. 
" Left " and " Right " signify, respectively, left and right 
sides of the head. The figures denote the number of times, 
in a total of 50, in which each space was superior in tem- 
perature to the space in the same district of the adjoining 
tier, on the same side of the head ; thus, in 50 compari- 
sons of the ist and and tiers in the ist district, on the 
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left side, the temperature was higher in the ist tier thirty- 
six times, and in the 2nd tier fourteen times. 





I St District. 
Left. Right. 


2nd District. 
Left. Right. 


3rd District. 
Left. Right. 


4th District. 
Left. Right. 


5th District. 
Left. Right. 


vS 


20 


Z2 


23 


24 


23 


24 


24 


22 


20 


17 


30 


28 


27 


zft' 


27 


26 


26 


28 


30 


33 


.a 

.a 
10 


ig 


16 


'9 


17 


17 


16 


27 


30 


32 


34 


31 


34 


31 


33 


33 


34 


23 


20 


18 


16 


n 


20 


19 


29 


28 


29 


23 


ig 


16 


12 


16 


3° 


31 


21 


22 


21 


27 


3* 


34 


38 


34 


8 -S 


IZ 


13 


15 


14 


IS 


16 


13 


»5 


17 


18 


38 


37 


■35 


36 


35 


34 


37 


35 


33 


3^ 


-0 


'5 


16 


14 


14 


17 


16 


'3 


16 


17 


'4 


-a 

a 


35 


34 


36 


36 


33 


34 


37 


34 


33 


36 


-6 

a 


14 


17 


19 


16 


18 


'5 


E?r 


30 


33 


^ 


36 


33 


3' 


34 


3* 


35 






20 


17 



On analysis of Table 9 we obtain the following results : 

I St. The whole of the ist tier is, in the majority of cases, of 
higher temperature than the 2nd tier, on both sides of the head ; 
with the exception, that, on both sides of the head, the 5th district 
is generally of higher temperature in the 2nd tier than in the ist 
tier. 

2nd. The whole of the 2nd tier is, in the majority of cases, of 
higher temperature than the 3rd tier, on both sides of the head. 

3rd. The whole of the 3rd tier is, in the majority of cases, of 
higher temperature than the 4th tier, on both sides of the head. 

4th. The 4th tier is of higher temperature than the 5th tier, 
in the majority of cases, in the ist, 4th, and 5th districts, on 
both sides of the head, and in the 3rd district on the right side ; 
in the 2nd district, on both sides, and in the 3rd district, on the 
left side, the temperature is higher in the 5 th tier than in the 4th 
tier. 

5th. The 5th tier is of higher temperature than the 6th tier. 
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in the majority of cases, in the ist, 2nd, and 3rd districts, on both 
sides of the head ; in the 4th and 5th districts, on both sides of 
the head, the 6th tier is, in the majority of cases, of higher tem- 
perature than the 5th tier. 

6th. The 6th tier is of higher temperature than the 7th tier, 
in the majority of cases, in every district of both sides of the 
head.* 

The following are the average percentages of times of occur- 
rence of superiority of temperature of a given tier over the -tier 
adjoining, on one and the same side of the head, in the middle 
region : 

Percentages of times of occurrence of superiority of temperature. 

5th district, and tier, superior 

to 5th district, ist tier 
Remainder of ist tier, superior 

to remainder of 2nd tier 
2nd tier, superior to 3rd tier 
3rd tier, superior to 4th tier 
4th tier, superior to 5th tier 
5th tier, superior to 6th tier 
6th tier, superior to 7th tier 

Table 10 gives the thermometric values of the differences of 
temperature between the spaces of adjoining tiers. Analyzing the 
table, we obtain the following results : 

Average thermometric differences of temperature between adjoining 
tiers of one and the same side of the middle region. 

Right side. Left side. 

5th district, 2nd tier, higher 

in temperature than 5th 

district, ist tier, by o-o82°C.(o-i47°F.)— o-a64°C.(o-475°F.). 
Remainder of ist tier 

higher in temperature 

than remainder of 2nd 

tier by . . o-i09°C.(o'i96°F.)— o-i2°C.(o-2i6°F.). 

* What has been said with reference to equality of temperature in compari- 
sons by tiers and districts, in the examination of the anterior region, is also 
applicable to the middle and posterior regions. 



Right side. 


Left side . 


66-0 


6o-o 


)r 

68-0 


66-0 


69-6 


69-6 


69-6 


71-2 


59-2 


56-8 


54-8 


54-8 


56-4 


52-0 
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Table 10. 



Comparison in degrees. Centigrade and Fahrenheit, of each 
space of each tier, with the space in the same district of the 
tier immediately adjoining, on one and the same side of the 
middle region. The figures are placed in the tier having 
the higher temperature of the two compared. " Left " and 
" Right " signify, respectively, left and right sides of the 
head : — thus, the figures 0-082° C. — 0-147° F-j— •« the left 
hand lowest space of the table, denote, that, on the left side 
of the head, in the ist district, the temperature is higher in 
the first tier than in the and tier by the above amount. 
The results are the mean of fifty observations on each pair of 
spaces. 
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Right side. Left side. 

2nd tier higher in tempera- 
ture than 3rd tier by o-i4.4°C.(o-259°F.)— o-i58°C.(o-284°F.). 

3rd tier higher in tempera- 
ture than 4th tier by o-i76°C.(o-3i6°F.)— o-io7°C.(o-i92°F.), 

4th tier higher in tempera- 
ture than 5th tier by o-x6i°C.(o-289°r.)— o-099°C.(o-i78°F.). 

_5th tier higher in tempera- 

turethan 6th tier by o-09°C.(o-i62°F.) — o-o69°C.(o-i24°F.). 

6th tier higher in tempera- 
ture than 7th tier by o-io3°C.(o-i85°F.)— o-io6°C.(o-i9°F.). 

The ist tier has the highest average absolute temperature ; 
then come, in regular order, the 2nd, 3rd, 4th, 5th, 6th, and 7th 
tiers, this order holding good for both sides of the head. 

Taking the average absolute temperature of the ist tier right 
side, as 33*8 1" C. (92-858° F.) ; and that of the same tier left 
side, as 33732° C. (92717° F.), we have the following average 
absolute temperatures for each tier of each side : 



Right side, 
ist tier— 33-8i°C. (92-858°F.) 
2nd 
3rd 
4th 
5th 
6th 
7th 



33-682°C. (92-627°F.) 
33-537°C. (92-366"F.) 
33-36o°C. (92-048°F.) 
33-i99°C.(9i758°F.) 
(9i-596°F0 



33-io9°C 
33-oo5°C.(9i-409°F.J 



Left side. 

33732°C. (927i7°F.). 
33-646°C. C92-562°F.). 
33-488°C. (92-278°F.). 
33-38i°C. (92-o85°F.). 
33-282°C. (9i-907°F.). 
33-2i2°C. (9i78i°F.). 
33-i05°C. (91-589°?.). 



Comparing the percentages of times of occurrence of superiority 
of temperature of one tier over another and the thermometric 
values of the differences of temperature between the tiers, we have 
the following figures : 

Percentages of times of 
occurrence of superiority 
of temperature of one tier 
over another, on one and 
the same side of the head. 
Mean results of both sides 
taken together. 

5th district, 2nd tier, 

superior to 5th district, 

ist tier ... 630 0-173° C. (0-32° F.) 



Mean differences of 
temperature between 
adjoining tiers, on one 
and the same side of 
the head. Mean 
results of both sides 
talcen together. 
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Percentages of times, &c. Mean differences, &c. 
Remainder of ist tier 
superior to remainder of 
2nd tier . . . 67-0 0-114-° C. (0-205° F.)- 

69-6 0-151° C. (0-271° F.). 

70-4 0-141° C. (0-253° F.). 

58-0 0-13° C. (0-234° F.). 

54-8 0-0795° C.(o- 143° F.). 

54-2 0-1045° C. (0-188° F.). 



2nd tier superior to 3rd 

tier 
3rd tier 

tier 
4th tier 

tier 
5th tier 

tier 
6th tier 

tier 



superior to 4th 

superior to 5th 

superior to 6th 

superior to 7th 



The above figures fail to show any definite relation between 
the frequency with which one tier is superior in temperature to 
another, and the theromometric difference between the tiers. 
The greatest diiFerence of temperature (comparison of 5th districts 
I St and 2nd tiers) is associated with a percentage of frequency 
fourth in value on the list. A percentage of frequency of 67 
is found with a difference of temperature of o- 1 14° C. (0-205° F.), 
while a percentage of frequency of 58 is associated with a thermo- 
metric value of 0-13° C. (0-234° F.). 

The average difference of temperature for all the individual 
spaces, in the comparison by tiers, is, on the right side, 0-151° C. 
(0-271° F.) ; and, on the left side, 0-160° C. (0288° F.). The 
average difference of temperature for the two sides taken together 
is, therefore, 0-1555° C. (0-279° F.). 



Comparison of spaces situated in two adjoining districts in the same 
tier on one and the same side of the head. 

Table ii. 

Results of 50 observations on the comparative temperature of each 
pair of spaces situated in adjoining districts of the same tier, 
on one and the same side of the middle region. " Left " 
and " Right " signify, respectively, left and right sides of 
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the head. The figures denote the number of times in a 
total of 50 in which each space was superior in temperature 
to the space in the adjoining district of the same tier, on 
the same side of the head : — thus, in 50 comparisons of 
the 1st and 2nd districts in the ist tier, on the left side, the 
temperature was higher in the ist district twenty-eight 
times, and in the 2nd district twenty-two times. 

Districts compared. 

ist&znd. 2nd & 3rd. 3rd&4th. 4th&5th_ 



7 th Tier 



6th Tier 



Sth Tier 



4th Tier 



3 id Tier 



2nd Tier 



'[ 



ist Tier 



ier < 



Right 
Left . 
Right 
Left . 
r Right 
(.Left . 
r Right 
(.Left . 
r Right 
(.Left . 

r Right 

(.Left . 
Right 
Left , 



33 


17 


34 


16 


34 


16 


37 


13 


3^ 


18 


35 


'5 


37 


13 


39 


II 


31 


19 


37 


13 


34 


16 


34 


16 


33 


17 


33 


17 


33 


17 


32 


18 


34 


16 


36 


14 


32 


18 


36 


14 


18 


32 


34 


16 


33 


17 


33 


>7 


33 


17 


35 


'5 


34 


16 


34 


16 


32 


.8 


33 


17 


32 


18 


3 • 


'9 


30 


20 


36 


'4 


36 


'4 


32 


18 


29 


21 


37 


13 


37 


13 


34 


16 


28 


22 


3* 


18 


35 


'5 


33 


17 


29 


21 


35 


'5 


31 


'9 


36 


14 


27 


23 


31 


19 


Ear. 




28 


22 


31 


19 



Analyzing the above table we obtain the following results : 
1st. The 1st district is, in the majority of cases, of higher tem- 
perature than the 2nd district in every tier, on both sides of the 
head, with the exception of the Sth tier, on the left side, where 
the temperature is higher in the 2nd district than in the ist 
district. 

2nd. The 2nd district is, in the majority of cases, of higher 
temperature than the 3rd district, in every tier, on both sides of 
the head. 
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3rd. The 3rd district is, in the majority of cases, of higher 
temperature than the 4th district, in every tier, on both sides of 
the head. 

4th. The 4th district is, in the majority of cases, of higher 
temperature than the 5th district, in every tier, on both sides of 
the head. 

The following are the mean percentages of times of occurrence 
of superiority of temperature of a given district over the district 
adjoining : 

Percentages of times of occurrence of superiority of temperature. 

Right side. Left side. 
1st district superior to 2nd district . 6i"7i4 . 57'4a8 
2nd district superior to 3rd district . 68 "857 . 68"000 
3rd district superior to 4th district . 68*333 • 67-666 
4th district superior to 5th district . 68*666 . 68-333 

Table 12 gives the thermometric values of the differences of 
temperature between adjoining districts. Analyzing the table we 
obtain the following results : 

Average thermometric values of differences of temperature between 
adjoining districts of one and the same side of the middle region. 

Right side. Left side. 

i«t district higher in tem- 
perature than 2nd dis- 
trict by . 0-127° C. (0-228° F.)— 0-0707° C.(o-i27°F.). 

2nd district higher in tem- 
perature than 3rd dis- 
trict by . o-2i6°C.(o-388°F.)— 0-147° 0.(0-264° F.). 

3rd district higher in tem- 
perature than 4th dis- 
trict by . o-ii5°C. (o-207°F.)— o-i24°C. (o-223°F.). 

4th district higher in tem- 
perature than 5th dis- 
trict by . o-o793°C. (0-142° F.)— 0-119° C. (0-2 14° F.). 

The 1st district has the highest average absolute temperature, 
and then follow, in regular order, the 2nd, 3rd, 4th, and 5th dis- 
tricts, this order holding good for both sides of the head. 
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Table 12. 



7th 
Tier^ 



6th i 
Tieri 



Tier 



4th 
Tier 



5rd 
Tier^ 



2nd 
Tier' 



I St 

•Tier " 



Comparison in degrees Centigrade and Fahrenheit of each space of each 
district with the space in the adjoining district of the same tier, on one 
and the same side of the middle region. " Left " and " Right " signify, 
respectively, left and right sides of the head. The figures are placed in 
the district having the higher temperature of the two compared j thus, 
the figures o'23i° C. (o"4i5° F.) in the left hand lowest space of the table, 
denote that, on the left side of the head, in the ist tier the temperature is 
higher in the ist district than in the 2nd by the above amounts. The 
results are the mean of 50 observations on each pair of spaces. 
Districts compared. 
1st and 2nd. 2nd and 3rd. 3rd and 4th. 4th and 5th. 



Right 
Left 

["Right 

{ 

I Left 

Right 

Left 

Right 

Left 

Right 

Left; 

Right 

Left 

Right 

Left 



o-i8i°C. 
o-32S°F. 




o-239°C. 
o-43°F. 




o-o24°C. 
o'0432°F. 




o-oi6°C. 

002gg°F 




o-o66°C. 
o-ii88°F. 




o-o9°C. 
o-i62°F. 




o-o82°C. 
o',47°F. 




o-o57°C. 

0I02''F. 




o-23i°C. 
0-41 S'F. 




oi98°C. 
o-356°F. 




o-oi6 C. 
o-0288°F. 




001 6°C. 
o-o2g8''F. 




o-o66°C. 
o-ii88°F. 




o-099°C. 
oi78°F. 




o-oi6°C. 

0-02gg°F. 




oo4i°C. 
o-o738°F. 




o'049°C. 
o-o88°F. 




o-i98°C. 




o-33g°C. 
o-6og°F. 




o-i8i°C. 

o-32s°F. 






o-i48°C. 
o-266°F. 


o-oi6°C. 
o-02g8°F. 




o-437°C. 
o-786°F. 




o-33°C. 
o-594°F. 




o-i+^C. 
o-i52°F. 




o'049°C. 
o-ogg°F. 




o-o82°C. 

o-i47°F. 




o-o49°C, 
o-ogg°F. 




o-o33°C. 
o-o594°F. 




o-o57°C. 

0-I02°F. 




oo49°C. 
o'o88°F. 




o'09°C. 
o-i62°F. 




o-o66°C. 
o-ii88°F. 




o-2o6°C. 
o-37''F. 




o"o99°C. 
o-i7g°F. 




o-ii5°C. 
o-207°F. 




oog2°C. 
o-i47°F. 




0-222°C. 

o'399''F. 




o-o49°C. 
o-o88°F. 




o*099°C. 
o-i78°F. 




o-ii5°C. 
o-207°F. 




o-445°C. 
o'8oi°F. 




o-i32°C. 
o-237°F. 




o'og9''C. 
o-i78°F. 




o-i6s°C. 

o-297°F. 




o-396"C. 

0-7I2°F. 




o'ii5°C. 

0-207°F. 




o-o99°C. 
o-i78°F. 




o-io7°C. 
o-i92°F. 




o-igi°C. 

o-325°F. 






Ep' 




o'23i''C. 

0-41 5"F. 




o-i4g°C. 
o-266°F. 
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Taking the average absolute temperature of the 1st district, 
right side, as 33'689° C. {()v6^°¥.), and that of the same district, 
left side, as 33*638° C. (92'548°F.), we have the follovi^ing average 
absolute temperatures for each district of each side : 

Right side. Left side. 

ist district— 33-689° C. (92-64° F.) —33-638° C. (92-548° F.). 
2nd „ 33-562° C. (92-41 1° F.)-33-5673° C (92-421° F.). 
3rd „ 33-346° C. (92-022° F.)— 33-42° C. (92-156° F.). 
4th „ 33-231° C. (91-815° F.)-33-296° C. (91-932° F.). 
5th „ 33-i5i°C. (9r67i°F.)-33-i77° 0.(91-718° F.). 

Comparing the average percentages of times of occurrence of 
superiority of temperature of one district over another with the 
average thermometric values of differences of temperature between 
the districts, on both sides of the head taken ijogether, we have 
the following figures : 

Percentages of times of occurrence Mean difference of tem- 
of superiority of temperature of perature between ad- 
one district over another, on one joining districts on 
and the same side of the head. one and the same side 
Mean results of both sides taken of the head. Mean re- 
together, suits of both sides 

taken together. 
I St district superior to 2nd 

district . . . S9"57i 0*0988° C. (0-177° F.). 
and district superior to 3rd 

district . . . 68-428 0-181° C. (0-325° F.). 
3rd district superior to 4th 

district . , . 67-999 0-119° C. (0-214° F.;. 
4th district superior to 5th 

district . . . 68-499 0*099° C. (0-178° F.). 

The above results fail to show any definite relation between 
frequency of occurrence of superiority of temperature and degree 
of difference of temperature. 

The average difference of temperature for all the individual 
spaces, in the comparison by districts, is, on the right side, 0-137" 
C. (0-246° F.) ; and on the left side, 0-126° C. (0-226° F.). The 
average difference of temperature for the two sides taken together 
is, therefore, 0-131° C. (0-235° F.). 
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Taking the three principal classes of observations, as was done 
with the anterior region, we have the following values : 

Comparison of the two sides of the head. 

Average difference of temperature 
Average percentage of times of 

occurrence of superiority of 

temperature of either side of 

the head over the other . . t^-i^"] — 0-087° C. (o'is6°F.). 

Camparis m of adjoining tiers of one and the same side. 

Average difference of temperature. 
Average percentage of times of 

occurrence of superiority of 

temperature of , one tier over 

another on both sides taken 

together 64724 — 0-1555° C. (0-279° F.). 

Comparison of adjoining districts of one and the same side. 

Average difference of temperature. 
Average percentage of times of 
occurrence of superiority of 
temperature of one district 
over another on both sides 
taken together 65-346 — 0-131° C. (0-235° F.). 

The above figures show that in the middle region, as in the 
anterior region, superiority of temperature of one side of the head 
over the other occurs a little less frequently than superiority of 
temperature of one tier or district over another, on one and the 
same side of the head. The comparison by districts here, as in 
the case of the anterior region, shows the greatest percentage. 

With regard to the quantitative results, the greatest difference 
is found in the comparison by tiers, the second greatest in the 
comparison by districts, and the smallest in the comparison of the 
two sides of the head. 
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CHAPTER V. 

SUBDIVISIONS AND MEASUREMENTS OF THE POSTERIOR REGION. 

EXAMINATION OF THE POSTERIOR REGION IN SYMMETRI- 
CALLY SITUATED SPACES OF THE TWO SIDES. 

The boundaries of the posterior region have been given on 
page 29. This region is divided on each side into six tiers by five 
equidistant, horizontal lines, drawn from the median line to the 
lateral boundaries. The tiers are numbered i to 6 from below 
upward. Each lateral half is further divided into five districts by 
four equidistant lines drawn parallel to the median line. The 
districts are numbered i to 5 from the median line outward. 
The following are the measurements of the standard head : 

Height of region measured on median line 128 mm. (4*03 
inches). Breadth of whole region measured on a horizontal line 
passing through the occipital protuberance 210 mm. (8 "26 
inches). On the median line each tier measures vertically 2i"33 
mm. (o'83 inch). On the horizontal line passing through the 
occipital protuberance each district measures 21 mm. horizontally. 
As in the case of the anterior region, the 5th tier has only four 
districts, and the 6th tier lacks both the 4th and 5th districts. 
We have twenty-seven spaces a on side to examine in the posterior 
region. We will follow the order of examination adopted in the 
anterior and middle regions. 

Comparison of symmetrically situated spaces of the two sides of the head. 

Table 13. 

Results of 100 observations on the comparative temperature 
of each pair of symmetrically situated spaces of the two 
sides of the posterior region. " R." signifies right side ; 
"L.,"left side; and " N.," equality of the two sides. 
The figures prefixed to " L.," " R.," and « N.," denote 
the number of times in a total of 100 in which the 
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temperature was higher on the left side, on the right side, 
or was equal on the two sides. 

I St district. 2nd district. 3rd district. 4th district. 5th district 



6th Tier. 



5th Tier. 



60 L. 
40 R. 


70 L. 
30 R. 


69 L. 
3. R. 






68 L. 
3. R. 


67 L. 
33 R. 


72 L. 
28 R. 


66 L. 
3+ R- 


70 L. 
30 R. 

65 L. 
3S R- 


72 L. 
21 R. 

7 N. 


65 L. 
25 R. 

10 N. 


73 L. 

20 R. 

7 N. 


6s L. 
31 R. 

+ N. 


59 L. 
35 R. 

6 N. 


30 L. 
65 R. 

5 N. 


35 L. 
60 R. 

5 N. 


31 L. 
69 R. 


65 L. 
23 R. 

12 N. 


36 L. 
56 R. 

8 N. 


29 L. 
71 R. 


38 L. 
62 R. 


30 L. 
70 R. 


63 L. 
30 R. 

7 N. 


30 L. 
61 R. 

9 N. 


28 L. 
72 R. 


36 L. 
64 R. 


37 L. 
63 R. 



4th Tier. 



3rd Tier. 



2nd Tier. 



ist Tier. 



As in the anterior and middle regions, every space in the 
posterior region may be of higher temperature on the right side 
or on the left side, in turn. 

Leaving out for the present the cases of equality of tem- 
perature, we have for each district of each tier the following 
proportions in numbers of times of occurrence of superiority of 
temperature on the right and left sides respectively. 

rst Tier. 
1st District — 2'i times to i in favour of left side. 
2nd „ 2-03 „ „ right side. 

Srd » 2-57 
4th „ 178 
5th „ 170 



•>■> 


55 


55 


55 


55 


55 
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2nd Tier, 
ist District — 2"82 times to i in favour of left side. 
2nd „ 1-55 „ „ right side. 

y^ » 2*45 
4th „ 1-63 
Sth „ 2-33 



n n 5J 

55 55 55 

3rd Tier. 



1st District — 1'86 times to i in favour of left side. 
2nd „ 1-68 „ „ „ 

3rd „ 2-17 „ „ right side. 

4':h 55 171 55 55 55 

5th „ 2-23 „ „ „ 

4th Tier. 

1st District — 2*33 times to i in favour of left side. 
2nd „ 3-43 „ „ „ 

Srd 55 2-6 „ „ „ 

4th „ 3-65 „ „ „ 

5th „ 2-09 „ „ „ 

5th Tier. 

1st District — 2'i2 times to i in favour of left side. 
2nd „ 2-03 „ „ „ 

' Srd 55 2-57 „ „ „ 

4th „ 1-94 „ „ „ 

6th Tier. 

1st District — 1'50 times to i in favour of left side. 
2nd „ 2-33 „ „ „ 

3rd „ 2-23 „ „ „ 

According to the above figures, eleven spaces are of higher 
temperature on the right side and sixteen spaces are of higher 
temperature on the left side. 

Taking the total number of observations, 2700, and deducting 
80 cases of equality of temperature, the following is the apportion- 
ment of the remaining 2620 cases : 

In favour of right side - - 1191 

5, left „ - ' 1429 



8 2 Temperature of the Head. 

Hence the percentages of times of occurrence of superiority of 
temperature for the right and left sides, respectively, are 45'458 
and 54'542. The mean percentage for the eleven spaces, which 
are, in the majority of pases, of higher temperature on the right 
side, is 66"449 '■> ^^^ ^^^ mean percentage for the sixteen spaces 
in which the higher temperature is more commonly found on the 
left side is 69"i02. 

The following is the distribution and the proportionate numbers 
of times of occurrence of equality of temperature : 

1st Tier. 

1st District — i in 14*28 times. 
2nd „ I „ ii-ii „ 

2nd Tier. 

1st District — i in 8'33 times. 
2nd „ I „ 12-50 „ 

3rd Tier. 

2nd District — i in 16 "66 times. 
3rd „ I „ 20-00 „ 

4th „ I „ 20-00 „ 

4th Tier. 

2nd District — i in 14-28 times. 
3rd „ I „ 10-00 „ 

4th „ I „ 14-28 „ 

5th „ I „ 25-00 „ 

From the above, we see that equality of temperature is found 
in eleven spaces or in 40-74 per cent, of the whole number of 
spaces. 

Taking the total — 2700 — of all the observations, we have the 
following percentages of times of occurrence of superiority of tem- 
perature on the right and left sides, and of equality of tempera- 
ture on the two sides : 

In favour of right side — 44-1 12 per cent. 
„ left „ 52-926 „ 
„ equality 2-962 „ 

In the eleven spaces in which right and left superiority and 
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equality of temperature are all found, the percentage of each con- 
dition is as follows : 

In favour of right side — 38 '8 19 per cent. 
» left „ 53-909 „ 
„ equality 7-272 „ 

Let us now compare the principal results thus far obtained in 
the posterior region with the corresponding results found in the 
anterior and middle regions : 

In the first place, the posterior region, like the anterior region, 
and unlike the middle region, shows inequality in the distribution 
by numbers of spaces of superiority of temperature, eleven spaces 
having the higher temperature on the right side and sixteen spaces 
having the higher temperature on the left side. Unlike the 
anterior region, however, the balance is in favour of the left side, 
in the posterior region. 

The times of occurrence of superiority of temperature on the 
right and left sides, respectively, are unequal in the posterior 
region, as we have seen to be the case in the anterior region. 
But, whereas the balance in the anterior region is in favour of the 
right side, in the posterior region the left side predominates. 

Equality of temperature has both a more limited distribution, 
and occurs less frequently in the posterior region than in either of 
the othei- regions ; the difference in percentage of times of 
occurrence of this condition between the middle and posterior 
regions is, however, insignificant. 

If we take the percentages of right and left superiority of tem- 
perature and of equality of temperature for each entire tier, we 
have the following values : 

Percentages for Tiers. 





Right side. 


Left side. 


Neutral. 


1st Tier 


58-0 


388 • 


3-2. 


2nd „ 


56-4 


39-6 


4-0 


3rd „ 


52-8 


44-0 


3-2 


4th „ 


25-4 


69-0 


5-6 


5th „ 


3^75 


68-25 





6th „ 


33-666 


66-334 






The 1st tier has the highest percentage for the right side ; the 
4th tier the highest percentage for the left side, and also for 
equality. 
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Percentages of Districts. 






. Right side. Left side. 


Neutral. 


1st District 31-667 65'i67 


3-166 


and „ 


39"333 55"667 


5-000 


Srd » 


48-666 48-834 


2-500 


4th „ 


48-000 49'6oo 


2-400 


5th „ 


58-250 40750 


i-ooo 



The 5th district shows the highest percentage for the right 
side ; the ist district the highest percentage for the left side ; and 
the second district the highest percentage for equality. 

If we take the individual spaces, the highest percentages are as 
follows : 

In favour of Right Side. 
3rd District of ist Tier — 72 per cent. 
3rd „ 2nd.,, 71 „ 

5th „ 2nd „ 70 „ 

3rd ■>■> y^ » 65 „ 

5th „ 3rd „ 69 „ 

In favour of Left Side. 
1st District of 4th Tier — 70 per cent, 
and „ 4th „ 72 „ 

4th „ 4th „ 73 » 

Srd -,, 5th „ 72 » 

2nd „ 6th „ 70 „ 

In favour of Neutrality. 
2nd District of ist Tier — 9 per cent. 
1st „ 2nd „ I a „ 

and „ 2nd „ 8 „ 

3rd „ 4th „ 10 „ 

Summing up the principal points regarding the distribution of 
superiority of temperature on the two sides of the posterior region, 
it will be seen, that the whole of the ist district ; the whole of 
4th, 5th, and 6th tiers, and the greater part of the 2nd district 
of the 3rd tier, are of higher temperature on the left side than on 
the right side. The 2nd, 3rd, 4th, and 5th districts of the ist 
and 2nd tiers ; the 3rd, 4th, 5th, and part of the and districts, of 
the 3rd tier, are of higher temperature on the right side than on 
the left side. [Diagram 6.] 



DIAGRAM 6. 

Distribution of comparative superiority of temperature on the 
two sides of the posterior region. 

The shaded spaces are those which, of symmetrically situated 
spaces on the two sides, have the higher temperature. " Right " 
and "Left" signify respectively right and left sides of the head. 



^t\ 



RIGHT. 

Districts. 

^th ^ril gni 2st 




LEFT. 

Districts. 
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Examination of Posterior Region. 



6th 
Tier 

5th 
Tier 

4th 
Tier 

3rcl 
Tier 

2nd 
Tier 

I St 

Tier 



The posterior region presents no marked anomalies of distribu- 
tion of temperature. 

Quantitative comparisons of the two sides of the posterior region. 

Table 14. 
Comparison in degrees Centigrade and Fahrenheit of symme- 
trically situated spaces of the two sides of the posterior 
region. " Left " and " Right " denote, respectively, left 
and right sides of the head. The figures are placed in the 
space belonging to that side which has the higher tempera- 
ture of the two compared : thus, the figures 0'043° C. — 
0'0774° F. — in the left hand lowest space of the table denote, 
that, in the ist district of the ist tier, the temperature is, on 
an average, higher on the left side than on the right side, by 
these amounts. The results are the mean of 100 observa- 
tions on each pair of spaces. 



ist District. 
Left. Right. 



2nd District. 
Left. Right. 



3rd District. 
Left. Right. 



4th District, 
Left, Right, 



5th District. 
Left. Right. 



o-oS-C, 
o-i44°P. 




o-i62°C. 
o-29i°F. 




oo97°C. 
o-i74°F, 










o-o:i8°C. 
o-o68°F, 




o-o6°C. 
o-io8°P. 




o-o9S°C, 
o-i7i°F, 




o-o2i''C. 
o-o37°P. 






0-02I°C. 

o-037°F. 




o-oo8°C. 
o'oi4°F. 




oo32°C. 
o-S76°F. 




oo6°C. 
o-io8°F. 




o-o66°C. 
o-ii88°F. 




o-o64°C, 
oiis°F, 




o-ii3°C. 
o-203°F. 






o-3is''C. 
o-s67°F. 

o-097°C, 
o'i74°F. 




o-386°C, 
o-694''P. 




o-228°C. 
o-4i°P. 


o-097°C. 
o;i74°F- 






o-ii2°C. 

0'20I°F. 






o-24i°C. 
o-433°P. 

o-24i°C. 
o;433°I'- 




o-i6i°C. 
o-289°F. 

o'i4°C. 

o-252°F, 


oo43°C. 

o-0774°F. 






0-07 2°C. 

o"i29°F, 




o-oss°C. 
oo99°F. 



Examining the above table, we perceive, that, like the middle 
region, and unlike the anterior region, there is, in the posterior 
region, a marked difference in the values representing the mean 
differences of temperature in favour of the right and left sides, 
respectively : — thus, the mean difference of temperature for the 
eleven spaces which are, in the majority of cases, of higher tem- 
perature on the right side, is 0"i86° C. (0-334° F.) ; while the 
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mean diiFerence of temperature for the sixteen spaces which are, 
in the majority of cases, of higher temperature on the left side, 
is o-o66° C. (o-ii8°F.). The greatest difference noted is in 
the 4th district 3rd tier, right side, namely, 0-386° C. (0-694° F.)- ; 
the smallest difference noticed is in the 2nd district 4th tier, left 
side, namely, O'oo8° C. (o"Oi44° F.). The extreme range of 
difference of temperature is, therefore, o*378° C. (o"68° F). The 
mean difference of all the observations taken together irrespective 
of sides is 0-115° C. (0-207° ^•)- 

The follow^ing are the average differences of temperature for 
each tier, on both sides of the head taken together : 

ist Tier. 2nd Tier. 3rd Tier. 4th Tier. 5th Tier. 6th Tier. 

o-ii°C. o-i4i°C. o-a2i°C. c-o37°C. o-o53°C. o-ii3°C. 
(o-i98°F.) (o-353°F.) (o-397°F.) (o-o66°F.) (o-095?F.)(o-ao3°F.) 

The 3rd tier has the highest, and the 4th tier the lowest, 
average. 

We will next see if any relation can be found between the 
frequency of occurrence of neutrality in a tier, and the mean 
difference of temperature exhibited by that tier. 

The 4th tier has the greatest percentage of neutrality and the 
least difference of temperature ; but the greatest difference of 
temperature (3rd tier) is associated with the second greatest per- 
centage of neutrality. So little difference exists, however, 
between the average percentages of times of occurrence of neu- 
trality in the different tiers that it will be necessary to examine the 
spaces individually. Following, therefore, the course pursued in 
the anterior and middle regions, we take the respective percentages 
of equality of temperature in the eleven spaces in which- this 
condition is observed, and compare these values with the corre- ' 
sponding differences of temperature exhibited by the eleven 
spaces. 

1st Tier. 
Pecentages of times of occur- Degree of difference 
rence of neutrality. of temperature. 



1st District 
2nd „ 


7 
.9 
2nd Tier. 


0-043° C. (0-0774° F.: 
0-072° C. (0-129° F.). 


1st District 
2nd „ 


12 

8 


0-097° C. (0-174° F.). 
0-IJ2°C. (o-207°F.). 
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3rd Tier. 

Percentages of times of occur- Degree of difference 



2nd District 
4th „ 


rence of neutrality. 
6 

5 
5 


of temperature. 

0-113° C. (0-203° F.). 
0-315° C. (0-567° F.). 
0-386° C. (0-694° F.). 


2nd District 


4th Tier. 
7 


0-008° C. (0-014° F.). 


4th „ 
5th „ 


10 

7 
4 


0-032° C. (0-057° F.). 
o-o6°C. (o-io8°F.). 
0-066° C. (0-1188° F.). 



In the above comparisons there would appear to be evidence 
that a high average difference of temperature is associated with a 
low percentage of frequency of occurrence of neutrality ; thus, the 
three greatest differences of temperature are coincident with three 
of the four lowest percentages of neutrality (3rd tier). Also, the 
second highest percentage of neutrality is associated with the 
second smallest difference of temperature (3rd district, 4th tier). 
The highest percentage of neutrality (12 per cent.) is not, how- 
ever, associated with the smallest difference of temperature 
(0-008° C). Nor is the lowest percentage (4 per cent.) asso- 
ciated with, by any means, a great difference of temperature 
(o-o66° C). The highest percentage (12) is associated with a 
difference of temperature (0-097° C.) more than twice that which 
accompanies a percentage of only 7 (ist district, ist tier). More- 
over, a percentage of 4 is associated with a difference of o-o66° 
C, while a percentage of 8 is associated with a difference of 
o-ii2°C. 

We will, in the next place, make three analyses, as was done 
in the examinations of the anterior and middle regions, to ascer- 
tain if any relation exists between the frequency of occurrence of 
superiority of temperature on a side and the thermometric value 
of the difference observed. 
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Analysis i. 

Average percentage 
of times of occurrence of Average difference of 
superiority of temperature temperature, 

on a side, 

111 eleven spaces in which 

neutrality exists , 64 o-ii8° C. (o-2i2° F.)- 

In sixteen spaces in which 

neutrality is absent . 67-375 o'l 12" C. (o-20i° F.). 

Analysis 2. 

In thirteen spaces in which 
the percentage of supe- 
riority of temperature is 
above 65 . . . 69-923 0-0848° C. (0-152° F.). 

In fourteen spaces in 
which the percentage of 
superiority of tempera- 
ture is 65 or below . 62-357 o- 143° C. (0-257° F.). 

Analysis 3. 

In five spaces having the 
highest percentages of 
superiority of tempera- 
ture .... 72-0 0-063° C. (0-113° F.). 

In five spaces having the 
lowest percentages of 
superiority of tempera- 
ture . . . . 59"2 0-152° C. (0-273° F.). 

Contrary to what was observed in the anterior and middle 
regions, all three of the above analyses indicate a coincidence of 
greater percentage of frequency of superiority of temperature with 
smaller difference of temperature. The contradictory results 
prove that no fixed relation exists between the two classes of 
values. 

If we compare the spaces in districts we have the following 
average differences of temperature, opposite to which are placed 
the corresponding average percentages of times of occurrence of 
superiority of temperature. Both sides are estimated together as 
before : 
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Average percentage 


of 






times of occurrence 


of 


Average difference ot 




superiority of tempera- 


temperature. 




ture on a side. 






ist District 


65-166 




0-0571° C.(o-ioa°F.) 


and „ 


64-166 




0-087° C. (0-156° F.). 


y^ » 


69-000 




0-115° C. (0-207° F.). 


4th „ 


65-000 




0-189° C. (0-34° F.). 


5th „ 


66-750 




0-149° C.(o-26a°F.). 



The 4th district has the greatest average difference of tempera- 
ture ; then follow, in the order named, the 5th, 3rd, 2nd, and ist 
districts. 



CHAPTER VI. 

EXAMINATION OF THE POSTERIOR REGION IN SPACES ON ONE AND 
THE SAME SIDE. — COMPARISON OF THE THREE REGIONS WITH 

EACH OTHER. ABSOLUTE TEMPERATURES OF THE THREE 

REGIONS. 

We next pass to the examination of the relative temperatures 
of spaces on one and the same side of the head. 

Comparison of spaces situated in the same district of two adjoining 

tiers. 

"Table 15. 

Results of 50 observations on the comparative temperature of each 
pair of spaces situated in the same district of two adjoining 
tiers on one and the same side of the posterior region. 
"Left" and "Right" signify, respectively, left and right 
sides of the head. The figures denote the numbers of times, 
in a total of 50, in which each space was superior in tem- 
perature to the space in the same district of the adjoining tier, 
on the same side of the head ; thus in 50 comparisons of the 
1st and 2nd tiers in the ist district, on the left side, the 
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temperature was higher in the ist tier 34 times, and in the 
2nd tier 16 times. 



ist District. 2nd District. 3rd District. 4.th District. 5th District. 
Left Right Left Right Left Right Left Right Left Right 



»o 



<4i 

-a * 
£ J= 

8 S 
0. <^ 



<a 



21 


ig 


22 


^3. 


20 


20 








29 


32 


28 


27 


30 


30 


22 


21 


18 


21 


19 


lb 


20 


»3 


28 


29 


32 


29 


3' 


34 


30 


27 


35 


31 


32 


34 


29 


23 


33 


31 


29 


'7 


'5 


19 


18 


16 


21 


27 


17 


19 


21 


33 


21 


21 


23 


21 


20 


23 


17 


21 


'9 


20 


29 


29 


»7 


29 


30 


*7 


33 


29 
33 


31 


30 


16 


13 


20 


17 


20 


22 


34 


29 


30 


34 


37 


30 


33 


30 


28 


16 


'7 


21 


20 



Analyzing Table 15, we arrive at the following facts : 

1st. The 1st tier is, in the majority of cases, of higher tem- 
perature than the 2nd tier, on both sides of the head, in the. i st, 
2nd, and 3rd districts. In the 4th and 5th districts, on both sides 
of the head, the 2nd tier is, in the majority of cases, of higher 
temperature than the ist tier. 

2nd. The 2nd tier is, in the majority of cases, of higher tem- 
perature than the 3rd tier, in every district, on both sides of the 
head. 

3rd. The 4th tier is, in the majority of cases, of higher tem- 
perature than the 3rd tier in every district, on both sides of the 
head, with the exceptions of the 3rd and 5th districts, right side, 
in both of which spaces the 3rd tier is of higher temperature than 
the 4th tier, in the majority of cases. 

4th. The 4th tier is, in the majority of cases, of higher tem- 
perature than the 5th tier in every district, on both sides of the 
head, 

5th. The 5th tier is, in the majority of cases, of higher tem- 
perature than the 6th tier in every district, on both sides of the 
head. 
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The following are the average percentages of times of occur- 
rence of superiority of ' temperature of one tier over another, in 
the posterior region. 

Percentages of times of occurrence of superiority of temperature. 

Right side. Left side. 

4th and 5th districts, 2nd 

tier, superior to 4th and 

5th districts, 1st tier . . 6yooo . . 63-000 
Remainder of ist tier, 

superior to remainder of 

2nd tier 
2nd tier superior to 3rd 

tier 
4th tier superior to 3rd 

tier 
3rd tier superior to 4th 

tier in 3rd and 5th 

districts 
4th tier superior to 5th 

tier 
5th tier superior to 6th 

tier 

Table 16 gives the thermometric values of the differences of 
temperature between the spaces of adjoining tiers. Analyzing 
the table we have the following results : 

Average thermometric differences of temperature between adjoining 
tiers on one and the same side of the posterior region. 

Right side. Left side. 

1st tier higher in tempera- 
ture than 2nd tierby o-i03°C.(o-i85°F.) — o-ii2°C.(o-20i°F.). 

2nd tier higher in tempera- 
ture than 1st tier, in 4th 
and 5th districts, by o-072S°C.(o-i3°F.)-o-o62°C-(o-iii°F.). 

2nd tier higher in tempera- 
ture than 3rd tierby o'iS7°C.(o-282°F.)-o-204°C.(o-368°F.). 



65333 • 


. (>%-666 


57-600 . 


. 60-000 


64-000 . 


. 63-200 


60 -000 . 


. 6o-oo 


59-500 . 


. 61-000 


59-333 • 


. 58-000 
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Table i6. 
Comparison in degrees Centigrade . and Fahrenheit of each space of each tier 
with the space in the same district of the tier immediately adjoining, on 
one and the same side of the posterior region. The figures are placed in 
the tier having the higher temperature of the two compared. " Left " 
and " Right " signify, respectively, left and right sides of the head ; thus, 
the figures 0-04° C. (0-072° F.), in the left hand lowest space of the table, 
denote that, on the left side of the head, in the ist district, the temperature 
is higher in the ist tier than in the 2nd tier by these amounts. The 
results are the mean of 50 observations on each pair of spaces. 
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Right side. Left side. 

4th tier higher in tempera- 
ture than 3rd tier by o-246°C.(o-442°F.)— o-302°C.(o-543°F.). 

3rd tier higher in tempera- 
ture than 4th tier in 3rd 
and 5th districts by o-o85°C.(o-i53°F.). 

4th tier higher in tempera- 
ture than 5th tier by o-284°C.(o-5i2°F.) — o-26i°C.(o-47°F.). 

5th tier higher in tempera- 
ture than 6th tier by o-i35°C.(o-243°F.)— o-o86°C.(o-r55°F.). 

The order of average supremacy of temperature of the respec- 
tive tiers is very different on the two sides of the posterior region. 
The follovs^ing is the order for each side : 

Right side — 

1st tier ; and tier; 4th tier; 3rd tier ; 5th tier; 6th tier. 
Left side — 

4th tier; 1st tier; and tier; 5th tier; 6th tier ; 3rd tier. 

Taking the average absolute temperature of the 1st tier, right 
side, as 33*676° C. (9a-6i6° F.) ; and that of the same tier, left 
side, as 33"583° C. (9a'449° F.), we have the following average 
absolute temperatures for each tiers of each side : 

Right side. Left side 

1st tier- 33-676° C. (93-616° F-)— 33-583° C (92-449° F-). 
2nd,, — 33-643° C. (92-557° F.)-33-540°C. (92-372° F.). 
3rd „ -33-486° C. (92-274° F.)-33-336°C. (92-004° F.). 
4th „ -33-600° C. (92-480° F.)— 33.638° C. (92-548° F.). 
5th „ -33-316° C. (91-968° F.)-33-377°C. (93-078° F.). 
6th „ —33-181° C. (91-725° F.)-33-29i° C. (91-923° F.). 

If we compare the percentages of times of occurrence of supe- 
riority of temperature of one tier over another and the thermo- 
metric values of the differences of temperature between the tiers 
we have the following figures : 
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Percentages of times of Mean differences of 

occurrence of superiority temperature between 

of temperature of one tier adjoining tiers, on 

over another, on one and one and the same side 

the same side of the head. of the head. Mean 

Mean results of both sides results of both sides 

taken together. taken together. 

1st tier superior to 2nd tier 64'ooo o-i07° C. (o-i92°F.). 

and tier superior to ist tier 63"000 0"o67°C. (o-i2° F.). 

2nd tier superior to 3rd tier 58-800 o- 18° C. (0-328° F.). 

4th tier superior to 3rd tier 63'6oo 0-274° C. (0-493° ^•)- 

3rd tier superior to 4th tier 6o-ooo 0-085° C. (0-153° F.). 

4th tier superior to 5th tier 60-250 0272° C. (0-489° F.). 

5th tier superior to 6th tier 58-666 0-11° C. (0-198° F.). 

We do not find, in a comparison of the above sets of values, 
any indication of a definite relation between the frequency of 
occurrence of superiority of temperature of one tier over another 
and the average degree of the difference of temperature observed. 

The average difference of temperature for all the individual 
spaces, in the comparison by tiers, is, on the right side, om67°C. 
(0-3006° F.), and on the left side, 0-195° C. (0-351° F.). The 
average difference of temperature for the two sides taken together 
is, therefore, 0-181° C. (0-325° F.). 



Comparison of spaces situated in two adjoining districts in the same 
tier, on one and the same side of the head. 

Table 17. 

Results of 50 observations on the comparative temperature of 
each pair of spaces situated in adjoining districts of the same 
tier on one and the same side of the posterior region. " Left " 
and " Right " signify, respectively, left and right sides of 
the head. The figures denote the numbers of times, in a 
total of 50, in which each space was superior in tempera- 
ture to the space in the adjoining district of the same tier on 
the same side of the head : — thus, in fifty comparisons of the 
1st and 2nd districts in the 1st tier, on the left side of the 
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head, the temperature was higher in the ist district thirty- 
times, and in the 2nd district twenty times. 

Districts compared. 
I St & 2nd 2nd & 3rd 3rd & 4th 4th & 5th 



6th Tier 
5th Tier 
4th Tier 
3rd Tier < 
ier < 



2nd Tier 



1st Tier 



f Right 
(.Left 
r Right 
(.Left 
r Right 
(.Left 
Right 
Left 
Right 
Left 
r Right 



Left 
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35 


15 


3* 


ig 


29 


21 


3* 


ig 


21 


29 


'9 


3' 


'S 


35 


23 


27 


3^ 


18 


29 


21 


16 


34 


30 


20 


34 


16 


22 


28 


19 


31 


30 


20 


32 


18 


30 


20 


17 


33 


3^ 


18 • 


33 


'7 



Analyzing the above table we obtain the following results : 

1st. The 1st district is, in the majority of cases, of higher tem- 
perature than the and district, in the ist, and, and 3rd tiersj on 
the leftside, and in the 3rd and 6th tiers, on the right side. In 
the 1st and and tiers, on the right side ; in the 4th and 5th tiers, 
on both sides ; and in the 6th tier on the left side, the and 
district is, in the majority of cases, of higher temperature than 
the 1st district. 

and. The and, district is, in the majority of cases, of higher tem- 
perature than the 3rd district, in the 3rd tier, on the left side, and 
in the 4th, 5th, and 6th tiers, on both sides. In the first and 
and tiers on both sides, and in the 3rd tier, on the right side, the 
3rd district is, in the majority of cases, of higher temperature than 
the and district. 

3rd. The 3rd district is, in the majority of cases, of higher 
temperature than the 4th district, in the ist and 3rd tiers, on both 
sides, and in the and and 5th tiers on the left side. In the 4th 
tier on both sides, and in the and and 5th. tiers, on the right side. 
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the 4th district is, in the majority of cases, of higher temperature 
than the 3rd district. 

4th. The 4th district is, in the majority of cases, of higher 
temperature than the 5th district in every tier, on both sides, 
with the exception of the 3rd tier tier left side, where the 5th 
district is, in the majority of cases, of higher temperature than 
the 4th district. 

In estimating the mean percentages of times of occurrence of 
superiority of temperature of a given district over the district 
adjoining, it will be better, on account of the great irregularity 
which prevails in the position of the balance of superiority of 
temperature in different spaces of the same districts, to strike a 
balance between all the spaces of each pair of districts compared, 
and to let the result thus obtained stand for the whole of the two 
districts. Proceeding in this manner, we obtain the following 
values : 

Percentages of times of occurrence of superiority of temperature. 

Right side. Left side. 

2nd district superior to ist district . 55,000 - 50,333 

and district superior to 3rd district - — - 51,666 

3rd district superior to 2nd district - 51,333 - — 

3rd district superior to 4th district . - 50,800 - 58,000 

4th district superior to 5th district . - 65,000 - 59,000 

Table 18 gives the thermometric values of the differences of 
temperature between adjoining districts. Analyzing the table we 
obtain the following results : 

Average thermometric values of differences of temperature between 
adjoining districts of one and the same side of the posterior region. 

Right side. Left side. 

1st district higher in tem- 
perature than 2nd district 
by . . — o-oo3°C.(o.oo54°F.). 

2nd district higher in tem- 
perature than 1st district 
by . . o-0272°C.(o-489°F.) — 

2nd district higher in tem- 
perature than 3rd district 
by . . o-o29°C.(o-o52°F.)— o-096°C.(o-i72°F.). 
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Table i8. 

Comparison in degrees Centigrade and Fahrenheit of each space of 
each district with the space in the district immediately adjoin- 
ing of the same tier, on one and the same side of the posterior 
region. " Left " and " Right " signify, respectively, left and 
right sides of the head. The figures are placed in the district 
having the higher temperature of the two compared ; thus, 
the figures 0*039° ^- (0'07o2°F.) in the left hand lowest space 
of the table, denote, that, on the left side of the head, in the 
1st tier, the temperature is higher in the ist district than in 
the 2nd district by these amounts. The results are the mean 
of 50 observations on each pair of spaces. 

Districts compared. 



6th 
Tier 



5th; 

Tier , 



4th ' 
Tier" 



3rd ' 

Tier' 



znd 
Tier 



ist ] 
Tier " 





ist and 2nd. 


2nd a 


id 3rd. 


3rd and 4th. 


4th and 5th. 


•Right 
.Left 


o-o65°C. 
o-ii7°F. 


o-oirOC. 
o-03°F. 


o-2o8°C. 
o-374°F. 

o-273°C. 
0-49 t°P. 






1 


Right 


o-oi3''C. 
o-o23°F. 


o-2S5°C. 
o-4S9°P. 






oo:i4°C. 
0061 2°F. 


' 


Left 


0-03 s°C. 
o-o63°F. 

ois6°C. 
o-28°F. 


o-22°C. 
o-396°P. 

o-i38°C. 
o-248°F. 




o-o4''C. 

0072°P. 




Right 


006 ■"C. 
o'i09°P. 

o-o88°C. 
o-is8°F. 


oi76°C. 
0-31 6°F. 

o-i7°C. 
o-3o6°F. 

oo33°C. 
o-oS94°F. 




Left 


oo65°C. 
o-ii7°F. 


oi43°C. 
o-2S7°F. 


o-U3°C. 
o-2o3°F. 






Right 






o-386°C. 
o-694°F. 


0-03 2°C. 

oo576''P. 




Left 


o-oi6°C. 
o-0288°F. 




oo42°C. 
o-o75°F. 




o-i03°C. 
o-i8.s°F. 






o-i25°C. 
o-225°F. 


Right 




o-o48°C. 
o-o86°F. 


o'o.S3°C!. 
o'0594°F. 




o-oS^C. 
o-i44''F. 


o- I44°C. 
o-259°F. 




Left 


oi6i°C. 
o-289°F. 




'o-o48°C. 
;o-o86°F. 


o-o64°C. 
o-ii5°P. 




oo64°C. 
o-iis°P. 




Right 




o-o76°C. 
oi36°F. 


o-oos°C. 
'o-oo9°F. 


o-oss°C. 
o-o99°F. 




0-207°C. 

o-372°F- 




Left 


oo39°C. 
o.o702°F. 




0022°C. 

oo396''F. 


0-24I°C. 




o-io6°C. 
oi9°F. 
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Right side. Left side. 

3rd district higher in tem- 
perature than 4th district 
by . . — o-o72°C.(o-i29°F.). 

4th district higher in tem- 
perature than 3rd district 
by . , o-oi76°C.(o-03i°F.) — 

4th district higher in tem- 
perature than 5th district 
by . . o-i4°C.(o-252°F.)— o-053°C.(o-0954°F.). 

The order of superiority of absolute temperature of the districts 
is as follows : 

Right side — 
and district ; 4th district; 1st district; 3rd district; 5th district. 

Left side — 
1st district ; 2nd district ; 3rd district ; 4th district ; 5th district. 

Calling the average absolute temperature pf the ist district; 
right side, 33'494° C. (92'289° F.), and that of the same district, 
left side, 33*552° C. (92*393° F.), we have the following average 
absolute temperature for each district of each side : 

Right side. Left side. 

1st District — 33'494°C.(92-a89°F.) — 33"552°C.(92-393°F.). 
2nd „ 33-52i°C.(92-337°F.)-33-549°C.(92-388°F.) 
3rd „ 33-492°C.(93-285°F.)-33-453°C.(92-2i5°F.) 
4th „ 33-509°C.(92-3i6°F.)-33-38i°C.(92-o85°F.) 
5th „ 33-369°C.(92-o64°F.)-33-328°C.(9i-9°F.) 

We will next compare the percentages of times of occurrence 

of superiority of temperature of one district over another, with 

the degree of difference of temperature observed between the 

districts. 

Percentages of times of Mean diiFerence of 

occurrence of superiority of temperature between 

temperature of one district adjoining districts on 

over another on one and the one and the same side 

samesideofthe head. Mean of the head. Mean 

results of both sides taken results of both sides 

together. taken together. 

1st district superior to and 

district . . . 47"333 0-0288° C.(o-o5i8° F.). 
2nd district superior to 1st 

district . . . 52-666 0-0406° C. (0-073° F.). 
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Percentages of times, &c. Mean differences, &c. 
2nd district superior to 3rd 



district 


.50-166 


0-104° C.(o-i87°F.). 


3rd district superior to and 






district 


49-834 


0-041° 0.(0-0738° F.). 


3rd district superior to 4th 






district 


54-400 


0-053° C. (0-0954° F.). 


4th district superior to 3rd 






district 


45-600 


0-0263° C.(o.o473°F.). 


4th district superior to 5th 






district 


62-000 


o-096°C.(o-i72°F.). 



There is no evidence of any definite relation between the two 
classes of values compared above. 

The average difference of temperature for all the individual 
spaces, in the comparison by districts, is, on the right side, 
0-108° C. (0-194° F.) ; and on the left side, 0-101° C. (o-j8i°F.). 
The average difference of temperature for the two sides taken 
together is, therefore, 0-1045° C. (0-188° F.). 

Lastly, taking the three principal classes of observation, as was 
done in the cases of the anterior and middle regions, we have the 
following values : 



Comparison of the two sides of the head. 

Average difference of temperature. 
Average percentage of times of 
occurrence of superiority of 
temperature of either side of 
the head 66-00 — O-i 15° C. (0-207° F.) 

Comparison of adjoining tiers of one and the same side. 

Average difference of temperature. 
Average percentage of times of 
occurrence of superiority of 
temperature of one tier over 
another, on both sides taken 
together '. . 60-545— 0* 181° C. (0-325° F.). 
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Comparison of adjoining districts of one and the same side. 

Average difference of temperature. 
Average percentage of times of 
occurrence of superiority of 
temperatureof one district over 
another, on both sides taken 
together 62-047 — 0-1045^ C. (o-i88° F.). 

From the above figures we learn that superiority of temperature 
of one side of the head over the other occurs more frequently 
than superiority of temperature of one tier or district, on one and 
the same side of the head, over another. Herein the posterior 
region differs from the anterior and middle regions. Like the 
two latter, the posterior region shows a greater percentage of times 
of occurrence of superiority of temperature in the comparison by 
districts than in that by tiers. With regard to thermometric 
values, the greatest diiFerence of temperature is found in the com- 
parison by tiers, and the least difference in the comparison by 
districts. 

It now remains to group together for comparison the principal 
results obtained in the examination of all three regions. The 
following are the respective values selected for comparison : 

Comparison of the two sides of the head. 
Percentages of times of oc- Average differences of 





currence of 1 


iuperiority of 


temperature. 




temperature 








Regions. 


Right side. 


Left side. 


Right side. 


Left side. 


Anterior 


• 54-153 


45-847 


o-255°C. 
(o-459°F.) 


0-24I°C. 

(o-433°F0- 


Middle 


• 497" 


50-289 


o-0589°C. 
(o-io6°F.) 


o-iio3°C. 
(o-i98°F.). 


Posterior 


■ 45-458 


54-542 


o-i86°C. 
(o-334°F.) 


o-o66°C. 
(o-ii8°F.). 



From the above figures we learn that the anterior region shows 
the highest percentage of occurrence of superiority of temperature 
for the right side, and the lowest percentage for the left side : that 
the posterior region .shows the highest percentage of occurrence of 
superiority of temperature for the left side, and the lowest per- 



Comparison of the three Regions. loi 

centage for the right side : that the middle region, on both sides, 
occupies an intermediate place with regard to frequency of occur- 
rence of superiority of temperature, between the anterior and 
posterior regions.* 

The anterior region shows the greatest mean difference of tem- 
perature on both sides : the posterior region, on the right side, 
shows the next greatest average difference; then come the middle 
region on the left side, and the posterior region on the same side: 
the smallest average difference is found in favour of the right side 
in the middle region. 

Comparison of the two sides of the head. 





Greatest differences 


Smallest differences 




Regions. 


of temperature 


of temperature 


Range. 




observed. 


observed. 




Anterior 


. . 0-46 i°C. 


o-o76°C. 


o-385°C. 




(o-829°F.). 


Co-i36°F.). 


(o-693°F.) 


Middle 


. . o-364°C. 


o-oi6°C. 


o-248°C. 




(o-475°F.). 


(o-o28°F.). 


(o-446°F.), 


Posterior 


. . o-386°C. 


o-oo8°C. 


o-378°C. 




(o-694°F.). 


(o-oi44°F.)- 


(o-68°F.). 



The greatest difference of temperature is found in the anterior 
region, and the second greatest difference in the posterior region. 
The smallest difference of temperature exists in the posterior 
region ; the next in order, in this respect, is found in the middle 
region. The greatest range of difference of temperature belongs 
to the anterior region, and the least to the middle region. 

Comparison of adjoining tiers of one and the same side. 

Percentages of times of occurrence 
of superiority of temperature of Average difference of 
Regions. one tier over another ; both sides temperature. 

of the head taken together. 
Anterior . . . 66-045 o-2i°C. (o-378°F.). 

Middle . . . 64724 o-a555°C. (o-a79°F.). 

Posterior . . . 60-545 o-i8i°C. (o-325°F.). 

* of the 8800 experiments tabulated, 4171 are in favour of the right side, 
4222 in favour of the left side, and 407 in favour of equality of temperature. 
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In the comparison by tiers, the anterior region leads, both as 
regards frequency of occurrence of superiority of temperature and 
degree of difference of temperature. The middle region shows 
the next highest percentage of frequency of occurrence of 
superiority of temperature, and the least dilFerence of temperature. 

Comparison of adjoining districts of one and the same side. 





Percentages of times of occur- 






rence of superiority of 


tem- 


Average difference of 


Regions. 


perature of one district 


over 


temperature. 




another ; both sides of the 






head taken together. 






Anterior 


. . . 66'ii9 




o-os5°C. (o-099°F.). 


Middle 


• • • 65-346 




o-i3i°C. (o-235°F.). 


Posterior 


. . . 63-047 




o-io45°C. (o-i88°F.). 



In the comparison by districts, the anterior region shows the 
highest percentage of times of occurrence of superiority of tem- 
perature, and the lowest difference of temperature. The middle 
region shows the next greatest percentage of occurrence of 
superiority of temperature, and the greatest difference of tem- 
perature. 

In order to give an idea of the relative temperatures of the 
spaces of different regions, and likewise of spaces asymmetrically 
situated in one and the same region, Tables 19, 20, and 21, have 
been prepared. The values given in these tables are all referred by 
comparison to the value assigned in Table 20 to the 2nd district, 
2nd tier, right side, of the; middle region, namely, 34°C. (93-2° F.). 
From this last value as a standard, the thermometric degrees are 
estimated for the other spaces, partly by the differences of tem- 
perature given in preceding tables of the different regions, and 
partly by direct observations. It will frequently be found that 
the difference of temperature obtained by comparing two absolute 
values in Tables 19, 20, 21, is not the same as that given in the 
tables of the different regions. Whenever this occurs the values 
given in the latter class of; tables should be accepted by preference, 
as representing the results of a larger number of observations. 
The tables of absolute values have been given principally to furnish 
qualitative not quantitative information. 
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If the three regions be compared with each other, the following 
figures, obtained from the above tables, will represent approxi- 
mately, their relative thermal values expressed in absolute quan- 
tities : 

Averages of temperature. 

Anterior region. Middle region. Posterior region- 

Right side . . 33-857°C. 33-374°C. 33-524°C. 

(92-942°F.). (.92-073°F.). (92-343°F-)- 

Leftside . . 33792°C. 33-397°C. 33-487°C. 

(92-825°?.). (92-1 i4°F.). (92-267°?.). 

Both sides . . 33-824°C. 33785°C. '33-5o5°C. 

(92-883°?.). (92-o93°F.). (9a-309°F.)- 

Extremes of temperature. 
Anterior region. Middle region. Posterior region. 
Highest temperature 34-i8i°C. 34-i65°C. 33757°C. 
(93-525°?.). (93-497°F-)- (92762°F.). 

Locality. — 4th district 2nd tier, right side ; 1st district isttier, 
left side ; 3rd district 1st tier, right side. 

Lowest temperature 33-475°C. 3a-763°C. 33-o85°C. 

(92-255°?.). (90-973°F.). (9i-553°F-)- 
Locality. — 2nd district 5th tier, left side ; 5th district 5th tier, 
fight side ; 3rd district 6th tier, right side. 

It will be seen from the last two sets of values that the anterior 
region has the highest, and the middle region the lowest average 
temperature ; that the highest individual temperature occurs in 
the anterior region, and the second highest in the middle region ; 
that the lowest individual temperature occurs in the middle region, 
and the second lowest in the posterior region. 

It must not, however, be supposed that the above figures 
actually represent the absolute temperatures usually met with on 
the surface of the head. The temperatures given in the tables — 
particularly in the case of the anterior region — are such as would 
be found under the most favorable experimental conditions, where 
all precautions had been exercised to ensure perfect mental and 
bodily quietude, and where the physical surroundings were fully 
under control. Higher values, especially for the anterior region, 
are more frequently met with in ordinary examinations ; but it is 
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extremely difficult to arrive at -satisfactory conclusions as to 
average absolute temperatures from observations made upon 
individuals while engaged in the ordinary avocations of life, the 
results thus obtained being very variable. Under such circum- 
stances, a temperature of 35*2° C. (95"36° F.) for the anterior 
region ; one of 34*5° C. (g4'i°F.) ; for the middle region ; 
and one of 34*3° C. (93"56° F.), for the posterior region, w^ould 
probably represent more correctly, in the majority of cases, the 
highest absolute temperatures than the figures given above in the 
final set of values. 



CHAPTER VII. 

CAUSES OF DISTURBANCE AFFECTING THE EXPERIMENTS. — CON- 
SIDERATIONS REGARDING THE INFLUENCE OF THE TEMPERA- 
TURE OF THE BRAIN ON THE TEMPERATURE OF THE OUTER 
SURFACE OF THE HEAD. — PROPAGATION OF SLIGHT DIFFER- 
ENCES OF TEMPERATURE IN BAD CONDUCTORS. — EFFECT OF 
THE CIRCULATION OF THE BLOOD ON THE OUTWARD TRANS- 
MISSION OF HEAT FROM THE BRAIN TO THE INTEGUMENT. 

GENERAL CONCLUSIONS REGARDING A CORRESPONDENCE BE- 
TWEEN THE RELATIVE TEMPERATURES OF POINTS OF THE 
INTEGUMENT AND THE RELATIVE TEMPERATURES OF UNDER- 
LYING POINTS OF THE BRAIN SURFACE. 

Having thus examined in turn each of the three regions of the 
head, it will be well to attend, for a moment, to a subject which 
concerns all the investigations which we have been considering. 
It is the avoidance of certain causes of disturbance which are 
liable to interfere with the accuracy of our results. Allusion has 
already been made to these sources of error on p. 28. They may 
be divided into two classes, external and internal. The most 
common and troublesome of the external causes are : 

I St. Changes in the temperature of the air. 

2nd. Exposure of the head to the rays of the sun, to radiation 
from fires or heated surfaces, and to the wind or to draughts of air. 

Changes in the temperature of the air in which the examina- 
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tion of the head is made can usually be limited so as to produce 
no elFect upon the temperature of the body ; but the effect fre- 
quently produced by sudden transition from a cooler to a warmer, 
or from a warmer to a cooler atmosphere, is of a more trouble- 
some character. The author has so far been unsuccessful in his 
attempts to establish any order or rule for the disturbances of 
temperature in the head which occur under these circumstances. 
Moreover, these disturbances often persist for some time. If, 
then, there be much difference between the temperature of the 
atmosphere to which- the subject of the examination has been 
previously exposed and the temperature of the room in which the 
experiment is made, either a sufficient time must be allowed to 
elapse before commencing the observation, or the results obtained 
must be accepted with reservation. 

With regard to the second class of causes of disturbance, very 
confusing and contradictory variations of natural temperature are 
observed. The head may be so placed as to be acted upon 
unequally in different parts, or, the exposure of two parts being 
precisely the same, one part may be, for some unknown reason, 
more affected than the other. The results obtained under these 
circumstances, like those mentioned above, appear to follow no 
definite rule or order. The effects are sometimes slight and 
transient in character, and at other times marked and persistent, 
and this, too, when the intensity of the cause appears to be the 
same. 

The internal disturbing causes may be divided into three classes, 
namely : 

1st. Alterations of the general circulation. 

2nd. Alterations of local circulation. 

3rd. Alterations of the degree of mental activity. 

The usual effect of an increase in the activity of the general 
circulation is, as would be expected, to increase the percentage of 
neutrality by favouring the establishment of thermal equality 
between points of different temperatures. Accordingly, we 
usually see, with a general increase of absolute temperature, a 
diminution in the degree of difference of temperature of different 
points ; but this is by no means invariably the case. In one 
individual examined by the author, increased activity of the 
general circulation usually brought about a greater difference in 
the distribution of temperature in the middle region than existed 
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beforCj the extent of the tract of superior temperature for the left 
side being increased. In another case, the balance of higher 
temperature in several of the spaces of the inner districts of the 
anterior region generally shifted over from the left to the right 
side, thus increasing the extent of tract already in favour of the 
latter. No order can be assigned to these disturbances, which 
are different in different individuals, and which soon disappear as 
the circulation quiets down ; but they inculcate a useful lesson as 
to the circumstances under which the head should be examined 
for the first time. If the head has been previously studied, these 
disturbances are easily recognised and accounted for ; but, in 
examining a head for the first time, the experiment should be 
made, if possible, in the morning, before the individual has 
entered upon any active employment. A second examination, 
made a few hours later in the day, will often develop results very 
different from those obtained at the earlier period. 

Alterations of local circulation are of common occurrence, 
especially in the anterior region, these alterations, under the form 
of irregular changes in the calibre of the blood-vessels, consti- 
tuting flushing of the surface, are often exceedingly troublesome. 
The effects produced appear to follow no rule applicable to all 
cases, but in two individuals carefully examined in this respect by 
the author, the increase of temperature observed was always more 
marked on a single side — in one case on the right side, and in the 
other case on the left side. Sometimes the tract of surface 
affected is small, while at other times the greater part of a region 
may be involved. All that can be done when these conditions 
exist is to abandon the observation, as the results obtained under 
such circumstances are wholly unreliable. 

The state of the mind must be carefully attended to in examin- 
ing the relative temperatures of the different parts of the surface 
of the head. We shall study in full, in Part III, the effect of 
mental changes on the temperature of the head, it is, therefore, 
only necessary to say here that, mental excitement, both intel- 
lectual and emotional, must be carefully avoided, both at the time 
of the examination and also for a little time previous. In this 
connection it should be borne in mind that the mere arousing of 
the attention suffices, in some individuals, to bring about an 
elevation of temperature in the head, as has been mentioned in a 
former place (Introduction, p. 3). The watching of the spot of 
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light of a reflecting galvanometer will frequently, in persons seeing 
the instrument for the first time, produce a rise of temperature. 

Besides the disturbing causes given above, the position of the 
head may modify the temperature of its surface. If the subject 
of the examination has been lying upon one side of the head, or 
resting one side of the head upon the hand, the side thus lain or 
rested upon will usually be found to have its temperature 
augmented. 

Alcoholic liquors in some persons, even when taken in great 
moderation, appear also to alter the normal temperature, and that, 
too, often in a decided degree. In some of these cases the effect 
is simply to confuse the usual order of distribution of temperature, 
the rearrangement following no fixed rule. In one case a very 
small quantity of alcohol (half a glass of weak ale) almost always 
caused the balance of superiority of temperature, in the anterior 
region, to change from the right side to the left, in some instances 
leaving only three or four spaces, in favour of the right side ; there 
was, however, no regularity as to the particular spaces the tem- 
peratures of which were affected. 

We have now brought to a conclusion the first of the two 
parts into which our investigations are divided. We have 
examined in detail the normal, relative temperatures of the 
different portions of the surface of the head, taken in definite 
subdivisions, and have obtained thermal averages for these sub- 
divisions. The question now arises. To what extent are these 
different temperatures observed at the surface dependent upon 
differences of temperature of points of tissues underlying the skin, 
notably, the surface of the brain? This question is by no means 
an easy one to answer ; in fact, a satisfactory reply is, in our 
present state of knowledge, impossible. To begin with, it is not 
for a moment to be supposed that the temperature of any given 
point at the surface of the head is under the immediate control of 
the temperature of the portion of cerebral tissue lying directly 
beneath it, and that, therefore, a difference in temperature of two 
points on the outer surface necessarily implies a difference of the 
same kind between the underlying corresponding points of the 
surface of the brain. Such a theory is manifestly untenable. 

Leaving out for a time the influence of the circulation of the 
blood, the temperature of any isolated point at the surface of the 
head must be the resultant of its own temperature and of the 
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different temperatures of all the parts lying beneath it. For the 
sake of illustration, imagine a cylinder cut out in the head, having 
for one end the surface of the brain, and for the other end the 
skin. Further, let us consider the different layers of tissue as so 
many separate heat-producing centres. We shall then have — 
proceeding from the surface inward — skin, muscle, bone, mem- 
branes, and brain as so many furnaces of different powers. A 
change in the rate of calorific production of one of these furnaces 
will affect the temperature of the others simply by conduction, 
and how far each one will be affected will depend merely upon its 
distance from the centre of increased or diminished activity, and 
upon the conductivity of the intervening substance.* One part 
might increase, permanently and considerably, its production of 
heat, and the other parts might have their temperatures raised, 
and yet, by reason of low conductivity, never arrive at thermal 
equality with the first part, when better conductors would all 
attain the same temperature. 

Now, the brain has the highest temperature of all the tissues 
concerned in our cylinder, consequently, its temperature must, in 
the end, be the main factor in the sum total of all the different 
temperatures, and an increase or a diminution in its rate of pro- 
duction of heat would have a greater effect upon the temperatures 
of all the parts concerned than a proportionate change in the rate 
of production of any other one part. 

In the next place, suppose that we have two similar cylinders, 
the two portions of brain-tissue of which produce unequal amounts 
of heat, the only difference existing between the two cylinders is 
the greater production of heat in one of the furnaces of one 
cylinder than in the corresponding furnace of the other. To 
what extent this extra production of heat may influence per- 
ceptibly the temperature of a distant point — the outer surface of 
the skin for instance — will depend upon the degree of increased 
production, and upon the conductivity of the intervening tissues. 
The solution of this part of the problem is, therefore, to be found 
in an examination of the rate of propagation of heat through bad 
conductors, like the animal tissues. 

That the animal tissues are very poor conductors there is no 
doubt. The mere fact that too closely contiguous points of the 
surface of the body will maintain different temperatures, even 

* We are here supposing the different tissues to have equal specific heats. 



112 Temperature of the Head. 

when well protected from all external thermal influences, is suffi- 
cient proof of the low power of conduction of these tissues ; but 
it is no contradiction to say, that, although the animal tissues are 
such bad conductors that points very near each other may not 
come into a state of thermal equality, yet the heating or cooling 
of one point may influence the temperature of the other, the 
question being merely one of the amount of heat transmitted from 
one point to the other per unit of time ; if the rate of propagation 
be not sufficiently high, thermal equilibrium will not be established, 
although the temperature of one point may still be affected by 
that of the other. 

To ascertain the rate of propagation of small differences of 
temperature through badly conducting substances, the author made 
a series of experiments upon paraffin, spermaceti, beeswax, lard, 
and butter. The general method of experimenting was asfollows : 

When the substance employed was solid, it was cut into a cake 
of the desired thickness, and of a sectional area considerably 
larger than the face of the pile to be employed in the testing. 
To one surface of the cake the pile was closely and firmly 
attached by warming this surface. The whole of the pile, not in 
contact with the cake, was then thickly enveloped in cotton 
wool soaked in paraffin, the coverings extending laterally beyond 
the borders of the cake, so as to prevent external changes of tem- 
perature from finding any shorter road to the pile than through 
the thickness of the cake to the surface in contact with the face of 
the pile. When semisolid substances were used, they were 
placed in a wooden cylinder closed at one end with a thin copper 
plate, and the face of the pile, introduced into the open end of the 
cylinder, was brought in contact with the substance. The pile 
was then protected as in the previous case. 

The pile being connected with the galvanometer, when the 
latter indicated no current, the face of the pile, and therefore the 
surface of the cake in contact with it, would be at the tempera- 
ture of the air. This latter value being known, the free surface 
of the cake, or the copper end of the wooden cylinder, was 
brought in contact with water or oil having a temperatnre 
differing in the desired degree from that of the air. The move- 
ment of the needle which ensued marked the gradual steps 
towards equalisation of temperature of the two surfaces of the 
cake, or of the substance contained in the cylinder. The follow- 
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ing is a fair example of a large number of experiments made on 
the rate of propagation of heat through paraiBn-. The cake ot 
paraffin was 20 mm. (cyS inch) in thickness, and the difference 
of temperature between its two surfaces was,- at the start, o* 1 25° C. 
(o'225°F.). The figures of the second column are galvanometric 
degrees, the value of one degree being, in this instance, equal to 
4*45° of the Thomson scale at 1000 mm. distance. The figures 
of the third column are the thermometric values of the deflec- 
tions of the galvanometer. The temperature of the air was 
10-125° C. (50-325° F.), and that of the water was 10° C. 
(50° F.). The transmission of heat in this case was therefore 
from the pile to the liquid. 
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Thus in three quarters of a minute a diiFerence of temperature 
of 0-125° C. (0-225° F.) made itself manifest by conduction 
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through 20 mm. (078 inch) of paraffin ; and at the end of 
sixteen minutes, at which time the permanent thermal condition 
was reached, the difference of temperature between the two 
surfaces of the paraffin cake was reduced to 0"03° C. (o"054° F.) ; 
that is to say, the rate of transmission of heat through the cake 
■was now more than three quarters of the difference of rate of 
production of heat at the two surfaces. 

This experiment indicates not only, that, under circumstances 
such as we have supposed on p. iii, so far as the question of 
mere conductivity is concerned, the temperature of the brain can 
make itself felt as an important factor in the temperature of the 
surface of the head, but also, that, with sufficiently delicate 
apparatus, a slight change of temperature at the surface of the 
brain may be quickly detected at the exterior of the head. 

Our two cylinders, the inner furnaces of which produce 
different amounts of heat, might, therefore, even when the 
difference of production was slight, exhibit- unequal temperatures 
in their outer layers. But we have supposed the two cylinders 
to be precisely similar in size and in composition, and to be each 
isolated. If, however, the cylinders be in contact with each other, 
or be of different lengths, or, again, te composed of different 
substances, we have a much less simple condition of things to deal 
with than that which we have been considering. 

In the first place, when the cylinders are in contact with each 
other, a portion of the extra heat produced in one, instead of 
being transmitted directly onward to the surface of that cylinder, 
is diverted to the second cylinder, raising the temperature of this 
latter, so that the outer layer of this cylinder has its temperature 
raised as well as the outer layer of the first cylinder, though in a 
less degree ; hence, under these circumstances, a diminution of 
the difference of temperature noticed at the outer surface between 
the two cylinders, when isolated, will occur. 

In the second place, if the cylinders be of different lengths, 
although the brain-tissue portion of one may produce more heat 
than that of the other, yet, if this latter cylinder be the shorter, 
its outer layer may receive more heat from the interior per unit 
of time than the first cylinder, and thu,s, of the two points, the 
temperatures of which are compared at the exterior, the one 
overlying the portion of brain producing the lesser amount of 
heat may exhibit the higher temperature. 
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In the third place, if the composition of the cylinders be not 
the same, the result will be a difference in their conducting 
powers ; and greater conductivity may more than compensate for 
smaller production of heat ; thus again, as in the last instance, 
causing the point of surface corresponding to the cooler portion of 
brain to manifest the higher temperature. 

Now in examining the relative temperatures of different points 
of the surface of the head, we may have to deal with any one or 
all of the above conditions. The points compared may adjoin 
each other ; the tissues intervening between the exterior and the 
surface of the brain may be of unequal thickness in different 
places; and the proportions of the different kinds of tissues may 
not be the same in all the points compared. 

It is clear that symmetrically situated spaces of the two sides of 
the head are less liable to be affected by the last two sources of 
error than asymmetrically situated spaces, and it would therefore 
seem that — other things being equal — so far as the question of 
mere conductivity is concerned, the averages obtained in the ex- 
periments in which spaces on one and the same side were com- 
pared are less likely to represent correctly the thermal relations of 
the portions of cerebral .tissue underlying the points examined on 
the outer surface, than the averages obtained in comparing sym- 
metrically situated spaces of the two sides. 

But the other tissues composing our cylinders may also alter 
their respective rates of production of heat as well as the brain 
tissue. Leaving out the special effects of nervous influence — 
vaso-motor or thermogenic — and regarding only differences in the 
activity of the production of heat, in different points, existing 
independently of outside influences, it is evident that if one of the 
tissues, other than the brain, of one of the cylinders produce heat 
in a greater ratio than the corresponding tissue of the other 
cylinder, the true thermal relations of the brain-tissue portions of 
the cylinders may be masked, and the temperatures observed at 
the surface not represent the relative temperatures of the under- 
lying portions of cerebral substance. 

We have thus far left out of consideration the influence of the 
blood circulating in the tissues overlying the brain upon the trans- 
mission of heat outward from the cerebral surface to the exterior 
of the skin. Now a portion of the heat produced in the brain, 
over and above that produced in the tissues lying outside of it. 
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instead of being directly transmitted to these tissues, must be 
expended in raising the temperature of the blood circulating 
between the brain and the exterior of the head.* It has been 
thought that this consumption of heat by the blood would effec- 
tually check thermal propagation outward, and thus prevent the 
temperature of the surface of the brain from directly influencing 
the temperature of the exterior of the head ; or, admitting that all 
the excess of production of heat on the part of the brain over and 
above the production on the part of the exterior tissues was not 
expended upon the blood, but was in part transmitted to the 
outer surface, still, that this transmission was so insignificant that 
small differences in the rate of thermal production in the brain 
could not manifest themselves at the exterior surface. 

Suppose now a cylinder composed as before described, but 
having each layer of tissue permeated by a set of tubes, which 
latter are constantly receiving and transmitting onward a liquid 
slightly cooler than the tissues which it traverses. Commencing 
with the first layer interiorly — the surface of the brain — a given 
volume of liquid arriving receives from the cerebral substance a 
certain amount of heat, which, in the absence of the liquid, would 
have been directly transmitted by conduction to the second layer 
of tissue. If the brain tissue and liquid possess the same specific 
heats, the result of the contact of the liquid with the warmer 
tissue will be to immediately raise the temperature of the former ; 
but the moment this elevation of temperature takes place, the 
liquid will, in turn, at once lose a portion of this newly acquired 
heat to the cooler liquid and tissue of the second layer of the 
cylinder. No matter how rapidly the liquid may move this 
acquisition and subsequent loss must inevitably occur. Rapidity 
of movement of the liquid, by distributing the heat received in 
each unit of time through a large number of molecules, diminishes 
the effect produced upon each individual molecule, and this, in 
turn, diminishes the effect which each molecule can produce upon 
others, in its neighbourhood, cooler than itself; but there is no 
such thing as a removal of heat — as if it were a material substance 
— from the place of its production, with such rapidity as to pre- 

* Were all the excess of production of heat in the brain, over and above the 
production in the exterior tissues, consumed in the blood, the higher tempe- 
rature of the brain would be due simply to the greater distance of the organ 
from the outer surface, and consequent diminution of loss of heat exteriorly. 
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vent its affecting neighbouring parts. The transmission of heat 
outward in the cylinder is, therefore, diminished but not abolished, 
by the passage through the latter of the liquid. 

What is true of the first layer of the cylinder will. hold good of 
each successive layer, only the sum total of loss of heat will 
increase. If our cylinder be not isolated, although surrounding 
parts may receive from the liquid a certain amount of heat at the 
expense of the immediate locality of production, yet this point 
will still be the main focus of heat, the liquid will still be hottest 
here, and neighbouring liquids and tissues will still — other things 
being equal — receive a larger share of the surplus heat than more 
distant parts. 

But considering the blood and brain tissue as or diiFerent 
specific heats, the blood being in this respect superior to the 
tissue, the loss of heat in warming the circulating fluid would be 
greater than under the circumstances just considered. In these 
new conditions a portion of the heat communicated by the brain 
tissue would be expended in interior work in the blood, and 
would be lost as thermometric heat. Now supposing the specific 
heat of the blood to be twice that of the brain tissue, the latter 
would lose, in warming the blood to the same degree as in the 
preceding instance, twice as much heat as was then lost. We 
are, however, in no position to estimate accurately the amount of 
heat which would be expended in warming the blood or in satisfy- 
ing its capacity for heat. What we know is, that the cerebral 
substance produces sufficient heat to both satisfy the capacity for 
heat of the incoming blood, and to raise the temperature of the 
latter, since the temperature of the blood passing from the sinuses 
of the dura mater into the internal jugular vein is higher than 
that of the blood entering by the carotid artery. The brain is, in 
fact, hotter than the blood supplying it. The blood does not, 
therefore, reduce the brain to its own temperature, but, on the 
contrary, is itself heated ; and this being the case, there must be 
a transmission outward of a portion of this surplus heat. The 
temperature of the cerebral substance must, therefore, in spite of 
the heat lost to the blood, exercise an important influence on the 
temperature of the exterior of the head.* 

* With regard to the propagation of heat outward, it should be remarked 
that the capillary networks may, by their arrangement, cause the same blood 
to pass more than once over a given focus of heat, thus diminishing the loss of 
heat at this point. 
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But although the circulation cannot prevent the temperature of 
the- brain from forming an important factor in the temperature of 
the surface of the head, it may still be asked if this circulation 
will not, by its tendency to produce thermal equilibrium between 
diiFerent points, effectually prevent the establishment of differences 
of temperature in neighbouring localities sufficient to manife'st 
themselves at the outer surface. To this question it may be 
replied that if the circulation could really remove the excess of 
heat produced at a given point, over and above that produced at 
adjacent points, as rapidly as it is formed, it would be difficult to 
understand how in very vascular tissues^ like the internal layer of 
the prepuce, the glans penis, and the lips, points situated in close 
proximity to each other, can maintain different temperatures, 
because, in these localities, two foci of heat of different powers 
ougjit to come to a state of thermal equilibrium through the 
medium of the close vascular network connecting them. Such, 
however, is not the case, for it is easy to show that, in the parts 
in question (due precautions having been taken to protect them 
from external cooling or heating influences), differences of tem- 
perature exist in points situated close to each other, as well as in 
less vascular tissues, the difference between the two classes of 
cases being simply one of degree. Moreover^ it requires but little 
experience in the use of thermo-electric needles in the examina- 
tion of the relative temperatures of points beneath the surface, to 
know that differences exist here as well as on the skin, even 
when the distance between the needles is slight. Again, the 
fact that the temperature of points of the surface over large 
arteries is usually higher than that of neighbouring points is 
contradictory of the idea that the circulation over a focus of heat 
can mask the position of such focus by distributing the heat 
to other parts ; for, in these cases, the vascular networks of the 
tissues lying over the arteries ought to bring about equalisation of 
temperature in points directly above, and in those at a little 
distance from, the source of thermal supply. 

The final question assumes really this form : — Can a slight 
increase of temperature at the surfece of the brain, maintained for 
a certain length of time, affect perceptibly the outer surface of 
the head, after making reasonable allowances for imperfect 
conductivity and for loss of heat to the blood ? 

If it be granted that such a change of temperature can make 
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itself felt externally, it then follows that slight differences of 
temperature between points of the brain surface may also affect 
the temperature of the outer surface of the head. 

To answer the above question, we will suppose the increase 
of temperature at the surface of the brain to be 0'i° C. (o"i8° F.) ; 
that one half of this is lost in warming the blood ; and that the 
remainder encounters the same resistance that would be offered 
by 20 mm. of paraffin. We have, then, 0"i° C. reduced, first, 
to 0'05° C. (0-09° F.), and afterwards, still farther reduced (by 
34 per cent.), in its passage through the tissues, to o'038° C. 
(o'o684° F.), which latter value would, therefore, represent, at 
the outer surface of the head, the increase of o'l" C. at the 
surface of the brain. Such a calculation is certainly not made 
too favorable to the possibility of the transmission of changes of 
temperature from the brain to the exterior surface. 

It will be seen, however, that although reason has been given 
to believe, first, that the brain — in spite, of the non-conductivity 
of the tissues and the influence of the circulation — is the principal 
factor in the temperature of the exterior of the headj and, second, 
that small differences of temperature at the surface of the brain 
may be detected at the outer surface of the hea^, yet there is no 
certainty that the different relative temperatures observed at the 
exterior surface represent correctly, either in kind or in degree, 
the relative temperatures of the corresponding underlying points 
of cerebral tissue. The question which was propounded at the 
outset (p. 110) is consequently by no means yet fully answered. 
We must, in our present state of knowledge, be governed simply 
by probabilities. It would, however, seem somewhat more than 
probable that the mean relative temperatures of tracts of the 
external surface, larger than those included in the subdivisions 
adopted in this work, bear definite relations to the mean relative 
temperatures of the tracts of brain surface lying beneath : but 
further and special investigations on this point are required. 
Meanwhile, — bearing in mind all the uncertainties and difficulties 
which have been mentioned, — the author does not feel inclined to 
place much reliance on the examination of the relative tempera- 
tures of different parts of the integument of the head as a means 
of medical diagnosis, although such examinations may in some 
cases lead to interesting results. 



PART III. 

The effect of Intellectual and Emotional 
Activity on the Temperature of the Head. 



CHAPTER I. 



GENERAL CONSIDERATIONS. — EFFECT OF DIFFERE^fT KINDS OF 
intellectual WORK ON THE TEMPERATURES OF THE THREE 
REGIONS. 

We have now to deal with the second of the two main objects 
of our investigations, namely, the changes of temperature produced 
at the exterior surface of the head by changes in the degree of 
production of heat in the cerebral substance, accompanying altera- 
tions in the degree of psychical activity. 

We have seen* that there is good reason to suppose that a 
slight change of temperature at the surface of the brain can show 
itself, in a degree readily perceptible by means of delicate 
apparatus, at the exterior surface of the head ; and we shall see, 
in the experiments now to be given, that the changes of tempera- 
ture observed in the integument during increased mental activity 
are usually of a degree which may be fairly accounted for by the 
direct propagation outward, through the intervening tissues, of 
slight thermal changes at the cerebral surface. 

The experiments which we have to consider may be included 
under three general heads, namely : 

1st. Those which deal with the absolute effect of mental 
activity on the temperature of different parts of the surface of 
the head, without special reference to exact position. 

» P. 119. 
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2nd. Those which deal with the comparative effect of mental 
activity on the temperature of different points of one and the 
same side of the head. 

3rd. Those which deal with the comparative effect of mental 
activity on the temperature of symmetrically situated points of 
the two sides of the head. 

The brain work to be studied may be divided into two classes, 
namely : 

1st. Intellectual activity, and. Emotional activity. 

Before proceeding, to explain the experimental methods 
adopted, it will be well to consider certain psychological points 
connected with the rise of temperature during mental work. 

To begin with intellectual work, although in every brain the 
performance of such work may be supposed to be attended with 
thermal changes, yet the readiness with which these changes may 
be detected varies very much in different individuals, and in the 
same individual with different kinds of work, even when, 
abstractedly considered, these different kinds may present equal 
difficulties of execution. In the first place, two conditions are 
usually essentia] to the production of heat in a degree sufficient 
to show itself distinctly at the outer surface of the head, namely : 
first, that the work be continuous for some minutes ; and, second, 
that, during this time, the mind be applied with a considerable 
degree of intensity. Either condition may, of itself alone, alter 
perceptibly the temperature, but generally, to produce a marked 
effect, both conditions are required. Thus. prolonged application, 
even when such application has been at no one time intense, may 
bring about an elevation of temperature at the surface. And 
again, intense application for a very short time may produce the 
same result. The two conditions combined are, however, much 
more effective. 

It is generally difficult and often impossible to detect any 
change of temperature in the heads of persons who work leisurely. 
The amount of work performed may be great, and, therefore, the 
total amount of heat produced may be considerable ; but the 
amount of work accomplished, and consequently the amount of 
heat produced, in each unit of time, is so small that the heat is 
lost in raising the temperatures of the blood and tissues nearest 
to the centre of production, and never makes itself felt at the 
outer surface. 
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Assuming that, in a given brain, the performance of a given 
amount of work of a certain kind and the amount of heat evolved 
during the work have a certain definite relation, it is easy to see 
that the time occupied in the accomplishment of the work 
becomes a highly important element of the question of degree of 
rise of temperature. If the work be concentrated into a short 
space of time, the evolution of heat per unit of time will be pro- 
portionally great. Thus, to take the simplest case, the addition 
of certain figures will represent a certain expenditure of force in 
a given brain, whether such addition be. slowly or rapidly per- 
formed, and the total production of heat will be the same in both 
cases ; but, in the slow addition, the production of heat per unit 
of time will be too small to be detected, it being lost, in the way 
above mentioned, as rapidly as it is produced. 

The kind of work performed to bring about a rise of tempera- 
ture in the head must vary with the individual. It should be of 
a nature either to present some considerable difficulty in its 
accomplishment, or to decidedly interest the individual. For 
example, persons who are not in the habit of expressing their 
ideas in writing may be made to raise the temperature of the 
head by earnestly endeavouring to write upon a given subject, 
even when the latter has been in the mind for some time and has 
been fully discussed, the work being thus limited to the simple 
composition. Not so, however, with the brain accustomed to 
composition, even when the subject written upon is a difficult 
one. In like manner, no effect is produced in persons accustomed 
to mathematical work by giving them problems to solve or sums 
to compute, unless either the task be one of unusual difficulty, 
or, as in the case of the addition of figures, the condition of un- 
usually rapid performance of the work be imposed. If the interest 
be strongly excited, good results are often obtained, although the 
amount of absolute intellectual effort may be comparatively 
small. This is illustrated by the effect on some persons of the 
reading of interesting books, or of conversation of a like character. 

But experience teaches that previous training of the subjects of 
experiment has a great deal to do with the results. Practice 
enables the individual experimented on to at once abstract the 
mind from everything except the work in hand. Moreover, a 
subject thus trained is careful that the mind be comparatively 
inactive for some time previous to the commencement of the 
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experiment — a point of great importance — as, if it be neglected, 
a/a// of temperature in the head may be obtained instead of a rise, 
if the degree' of mental activity of the subject has been greater 
before than during the experiment. Such a subject occupied with 
work of no great intellectual difficulty may exhibit both more 
rapid and greater rises of temperature than can be obtained on 
untrained individuals, although the latter may be performing 
work requiring mental exertion of a far higher order. 

It is often noticed that the same individual may be at different 
times very differently affected by the same kind of work, even 
when the mental effort appears to be about equal ; the difference 
in the results seeming to be due to the varying degree of interest 
felt. 

The first lesson to be taught the subject is to stop thinking, at 
will. Practice in this, and tact in the experimentor in diverting 
the mind of the subject from trains of thought, or in leading the 
mind into such trains, constitute a large part of the requirements 
of successful experimenting. Subjects soon learn to judge, with 
a certain degree of accuracy, from their own sensations, whether 
an experiment is succeeding or not. If the subject be interested 
in the result, it is often well to magnify the degree of success, or 
to conceal the existence of failure, encouragement thus given 
frequently stimulating the individual to fresh efforts. Struggling 
against obstacles, when the subject has become discouraged, is rarely 
productive of good results, whereas, as soon as a way out of the 
difficulty becomes evident, even though the mental strain be 
diminished, a marked effect on the temperature may be seen. 

The kind of mental action which is reduced with most diffi- 
culty to experimental control is the emotions. We have here, in 
the majority of cases, to trust to chance ; but an opportunity of 
studying systematically a portion of this subject offers itself in 
some persons who can arouse, almost voluntarily, certain mixed 
emotions'by the reading or recitation of poetical or prose produc- 
tions of an appropriate character. Of all the elevations of tem- 
perature due to mental activity which have been noted by the 
author, the greatest have been observed in this class of cases. 
Genuine emotion must, however, be experienced, as mere me- 
chanical reading or recitation is of no effect. Moreover, recita- 
tion to one's self appears to have even a greater effect than 
recitation aloud. 
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With regard to other emotions, the effects of anger and vexa- 
tion have been examined on several occasions, and also the effect 
of mirth in a few cases. 

We proceed, in the next place, to consider the methods of 
experimenting. 

In examining the influence of mental activity on the tempera- 
ture of the head, considered writhout special reference to the 
comparative effect on different regions or sides, we have our 
choice of two methods of procedure. One method is to affix one 
pile to the head, and another pile with its current opposed to that 
of the first, to some other part of the body — the thigh, for 
example — thus obtaining the difference of temperature between 
the two parts. The other method is to apply one pile to the 
head, as before, and to use an opposing current of constant 
strength sufficient to keep the spot of light of the galvanometer 
on the scale when the pile upon the head is in action. In both 
methods it is well to employ a second galvanometer to test the 
strength of the opposing current. The temperature of the thigh 
often falls during prolonged mental exertion, sometimes slightly, 
at other times very markedly. This fall — as the author has 
noticed in former experiments already cited — is not due entirely 
to immobility of the limb, as this condition by itself, without 
concomitant mental exertion, does not produce so marked a 
depression of temperature as when the brain is active. One of 
the causes of the decrease of temperature would appear to be 
contraction of blood-vessels under vaso-motor influence, as 
Mosso has shown to occur in the forearm during increased 
cerebral action.* 

If we wish to compare the temperatures of two spaces with 
each other, the best method is to apply a pile to each space, thus 
making a direct comparison. 

The piles are secured to the head by means of tapes passing 
through eyes in metal nngs, which surround the ebonite casing of 
the pile,t and are prevented from falling off by flanges in the 
casing near the face of the pile. The apparatus is the same as 
that already described in Part I. 

The subject of the experiment should remain quietly seated, 

* ' Archives de Physiologie,' 2nd seiie, t. iii, p. 177. 

t See plate of author's apparatus in 'Archives de Physiologie,' July and 
August, 1868, vol, i. 
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with the piles attached, for some minutes before commencing the 
observations, and the comfort of the individual with regard to the 
position of the head and body, temperature of the room, &c., 
must be carefully attended to at the start, so as to avoid future 
interruption. Moreover, the subject should be well instructed 
with reference to the danger to the success of the experiment 
of any movements of the head or body beyond certain fixed 
limits. 

The piles must be well down upon the skin; and if the hair be thick,, 
it must be thinned by cutting and shaving the inner layers, the 
outer layers being raised for this purpose. 

We will now consider the effect of intellectual work on the 
temperature of different parts of the head. The following ex- 
periments were all made on the same individual, and under cir- 
cumstances as nearly as possible identical. The particular spaces 
tested were chosen as being characteristic, as regards position, of 
the author's three arbitrary regions, and also because experi- 
ence had shown that they gave good results, although, in this 
latter respect, it will be seen farther on that they are surpassed by 
other spaces. 

In the experiments zero represents the temperature held by 
the space examined, at the commencement of the observations, 
and the deflections of the galvanometer, with the corresponding 
thermometric values, are the degrees of rise above this initial 
temperature. The deflections of the galvanometer are given as 
furnishing a more ready index to the eye of the changes of 
temperature than the thermometric values. 

Anterior Region. 
Four sets of experiments on 3rd district, 3rd tier^ left side. 

ist Set. 

Mean of 10 observations. Mean temperature of air ia'77°C. 
(55-^8° F.). Mean temperature of space examined, at commence- 
ment of work, 33'7° C. (92-66°F.), Work performed con- 
sisted of mathematical calculations of considerable difficulty 
performed rather slowly. 
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Rise of temperature. 
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0-0164° C. (0-0295° F.). 
o-020°C. (0-036° F.). 
0-024° C. (0-043° F.). 
0-025° C. (0-045° F.). 
0-028° C, (0-05° F.). 



2nd Set. 

Mean of 10 observations. Mean temperature of air 13° C. 
(55-4° F.). Mean temperature of space examined, at commence- 
ment of work, 34° C. (93*2° F.). Work performed consisted of 
arithmetical computations performed as rapidly as possible. 

0-008° C. (0-0144° F.). 
0-015° C. (0-027° F.). 
0-024° C. (0-043° F.). 
0-0262° C. (0-0471° F.). 
0-0304° C. (0-054° F.). 
0-034° C. (0-061° F.). 



3rd Set. 

Mean of 10 observations. Mean temperature of air I2'5°C. 
(54-5° F.). Mean temperature of space examined, at commence- 
ment of w^ork, 33-6° C. (92-48° F,). Work performed consisted 
in ma;king notes of subjects requiring considerable reflection. 
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4th Set. 

Mean of 10 observations. Mean temperature of air 13° C. 
55-4° F.). Mean temperature of space examined, at commence- 
ment of work, 34'2° C. (93*56° F.). Work performed consisted 
in putting into writing ideas which were difficult of expression. 

Rise of temperature. 

I * ^ 

Thermometric 
values. 

0-0104° C. (0-0187° F.). 
o-oi8°C. (0-0324° F.). 
0-0246° C. (0-044° F.). 
0-028° C. (0-0504° F.). 
0-031° C. (0-0558° F.). 
0-0348° C. (0-0626° F.). 
0-036° C. (0-0648° J.). 
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Rises of temperature in preceding 4 sets of experiments. 



ist set 
2nd „ 

Srd 55 
4th „ 



Highest rises. 

0-028° C. (o'o5° F.) 
0-034° C. (0-061° F.) 
o-o22°C. (0-0396° F.) 
0-036° C. (0-0648° F.) 



Average rises per minute in first 
thirty-five minutes. 

0-000571° C. (0-001027° F.). 
0-000748° C. (0-001346° F.). 
0-000525° C. (0-000945° F.). 
0-000800° C. (0-00144° F.). 



Average highest rise in 
all four sets, 

0-03° C. (0-054° F.). 



Average rises per minute in first thirty- 
five minutes in ail four sets. 

0-000661° C. (o-ooi 198° F.). 



Middle RECioisr. 



Four sets of experiments on 3rd district, 5th tier, left side. 

1st Set. 

Mean of 10 observations. Mean temperature of air 13-75° C. 
(56'75° F.). Mean temperature of space examined, at commence- 
ment of work, 33"5°C. (92-3° F.). Work performed the same 
as in the corresponding set of experiments on anterior region. 
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0-019° C. (0-0342° F.). 
o-o22°C. (0-0396° F.). 
0-0234° C. (0-0421° F.). 
0-0268° C. (0-0482° F.). 



2nd Set. 

Mean of 10 observations. Mean temperature of air 13° C. 
(55-4° F.). Mean temperature of space examined, at commence- 
Inent of work, 33-6° C. (92-48° F.). Work performed the same 
as in the corresponding set of experiments on anterior region. 

0-0084° C. (0-0151° F.). 
0-0146° C. (0-0262° F.). 
0-020° C. (0-036° F.). 
o-o2o8° C. (0-0374° F.). 
0-028° C. (0-0504° F.). 
0-030° C. (0-054° F.). 
0-0326° C. (0-0586° F.). 



3rd Set. 

Mean of 10 observations. Mean temperature of air 14° C. 
(57-2° F.) Mean temperature of space examined, at commence- 
ment of work, 33-4° C (92-12° F.). Work performed the same 
as in the corresponding set of experiments on anterior region. 
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0-008° C. (0-0144° F.). 
o-oi2°C. (0-0216° F.). 
0-0155° C. (0-0279° F.). 
0-017° C. (0-0306° F.). 
o-oi8°C. (0-0324° F.) 
0-0195 C. (o-035i°F.). 
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4th Set. 

Mean of lo observations. Mean temperature of air I3'4° C. 
(56* 12° F.). Mean temperature of space examined, at commence- 
ment of work, 33"5° C. (92*3°F.). Work performed the same 
as in the corresponding set of experiments on anterior region. 

Rise of temperature. 

. ' , 

Thermometnc 
values. 

0-0I2°C. (0-02l6°F.). 

0-017° C. (0-0306° F.). 
0-0236° C. (0-0424° F.). 
0-026° C. (0-0468° F.). 
0-029° C. (0-0522° F.). 
0-0315° C. (0-0567° F.). 
0-033° C. (o'0594°F.)- 
0-035° C. (0-063° F.). 



Rises of temperature in preceding 4 sets of experiments. 



Time from the commence- Deflections of 


ment of work 


galvanometer. 


At the end of 5 minutes . 


6° 


35 


10 


n 


S-5° . 


n 


25 


n 


11-8° . 


■)} 


35 


■>■> 


13° • 


■>■> 


45 


33 


14-5° ■ 


a> 


60 


33 


1575° • 


■>■> 


75 


33 


i6-5° . 


■>■> 


90 


33 


- 17-5° • 




100 


33 


>1 



Average rises per minute in first 
thirty-five minutes. 



Highest rises. 

istset 0-0268° C. (0-048° F.). . 0-000542° C, (0-000975° F.). 

2nd „ 0-0326° C. (0-0568° F.). . 0-000594° C. (0-001069° F.). 

3rd „ 0-0195° C. (0-0351° F.). . 0-000442° C. (0-000795° F.). 

4th „ 0-0350° C. (0-063° F.). • 0-000742° C. (0-001335° F.). 



Average highest rise in 

all four sets. . ... „. „..^.-. 

0-0284° C. (0-0511° F.). 0-00058° C. (0-001044° F.) 



Average rise per minute in first thirty- 
five minutes in all four sets. 



Posterior Region. 



Four sets of experiments on 2nd district, 4th tier, left side. 

1st Set. 

Mean of 10 observations. Mean temperature of air 12-5° C. 
(54-_5°F.). Mean temperature of space examined, at commence- 
ment of work, 33-6° C. (92-48° F.). Work performed the same 
as jn the corresponding set of experiments on anterior region. 

9 
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Rise of temperature. 



Time from the commence- 
ment of work 

At the end of 5 minutes 



» 


11^ 


yi 


25 


55 


35 


n 


45 


j> 


60 


« 


75 



Deflections of 


Thermometric 


galvanometer. 


values. 


. a° 


0-004° C. (0-0072° F.). 


■ 4° ■ 


0-008° C. (0-0144° F.). 


• 4-5° • 


0-009° C. (0-0342° F.). 


. 8-5° . 


0-0170° C. (0-0306° F.) 


• 9° • 


o-oi8°C. (0-0324° F.). 


. JO° 


0-020° C. (0-036° F.;. 

1^ J) 



2nd Set. 

Mean of 10 observations. Mean temperature of air 12° C. 
C53-6° F.). Mean temperature of space examined, at commence- 
ment of work, 33-4° C. (92-12° F.). Work performed the same 
as in the corresponding set of experiments on anterior region. 

At the end of 5 minutes 
10 „ 



5> 



25 

35 
45 
60 

75 
90 



5J 



T5 
9-2° 

11° 

12° 

14-1° 



0-006° C. (o-oro8°F.). 
o-oio°C. (0-018° F.). 
o-ois'C. (0-027° F.). 
0-0184° C. (0-0331° F.). 
o-o22°C. (0-0396° F.). 
0-024° C. (0-0432° F.). 
0-0282° C.(o-d507°F.). 



3rd Set. 

Mean of 10 observations. Mean temperature of air 13° C. 
(55-4° F.). Mean temperature of space examined, at commence- 
ment of work, 33-5° C. (92-3° F.). Work perfornied the same 
as in the corresponding set of experiments on anterior region. 



0-004° C. (0-0072° F.). 
0-0084° C. (0-0151° F.). 
o-oi_i°C. (0-0198° F.). 
0-014° C. (0-0252° F.); 
0-0174° C. (0-0313° F.). 
0-0178° C. (0-032° F.). 



At the end of 5 


minutes 


0° 


51 


10 


11 


2° 


3> 


25 


11 


. 4-2° 


» 


35 


11 


5-5" 


5? 


45 


11 


7" 


■>■> 


60 


11 


. 8-7° 


■>•> 


75 


>j 


8-9° 


11 


90 


11 • 


)) 
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4th Set. 

Mean of 10 observations. Mean temperature of air ,I3'5° C. 
(S6"3° F.). Mean temperature of space examined, at commence- 
ment of work, 33-6° C. (92-48° F.). Work performed the same 
as in the corresponding set of experiments on anterior region. 

Rise of temperature. , 



Time from the commence- 


Deflections of 


Thermometric 


ment of work. ■ 


galvanometer. 


values. 


At the end of 5 


minutes 


\° . 


o-oo8°C. (0-0144° F.). 


„ 10 




f ■ 


0-014° C. (0-0252° F.). 


» 25 




9° • 


o-oi8°C. (0-0324° F.). 


35 




10-2° . 


0-0204° C. (0-0367° F.) 


45 




ii-S° . 


0-023° C. (0-0414° F.). 


60 




12-75° . 


0-0255° C. (0-0459° F.) 


75 




14-5° . 


0-029° C. (0-0522° F.). 


90 




n 

_ . 1' 





Rises of temperature in preceding 4 sets of experiments. 

Highest rises. 

1st set 0-020° C. (0-036° F.) 

2nd „ 0-0282° C. (0-0507° F.) 

3rd „ 0-0178° C. (o-032°F.) 

4th,, 0-029° C. (0-0522° F.) 



Average rises per minute in first 
thirty-five minutes. 

0-000485° C. (0-000873° F.). 

0-000525° C. (0-000945° F.j. 

0-000314° C. (0-000565° F.). 

0-000582° C. (0-001047° F.). 



Average highest rise in 
all four sets. 



Average rise per minute in first thirty, 
five minutes in all four sets. 



0-0237° C. (0-0426° F.) . 0-000477° C. (0-000858° F.). 



Comparison of the Three Regions with each other. 



Comparison of highest rises and average rates of rise. 

Average highest rises. 

Anterior region . 0-03° C. 

(0-054° F.) 
Middle „ . 0-0284° C. . 

(0-051 i°F.) 
Posterior „ . 0-0237° C. 

(0-0426° F.) 



Average rises per minute in 
first thirty-five minutes. 

0-000661° C. 
(o-ooii89°F.). 

0-000580° c. 
(0-001044° F.) 

0-000477° c. 
(0-000858° F.) 
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Average highest rise in all three Average rise per minute in first thirty-five 
regions taken together. mmutes in all three regions taken 

^ together. 

0-0273° C. (0-0491° F.) 0-000572° C. ('0-00I029° F.). 

Comparison of effects of different kinds of work on each region. 

Highest rises. ^^"^g^ "^^^ ^^"^ 

° t , set or experiments 

Anterib^^ Middle. Post'erior. ^r the three regions 

taken together. 

1st set 0-028° C. . 0-0268° C. . o-0200° C. . 0-0249° C. 

(o-0504°F.). (0-0482F.). (o-o36°F.). (o-0448°F.). 

and,, 0-034° C. . 0-0326° C. . 0-0282° C. . 0-0316° C. 

(o-o6i2°F.). (0-0586° F.). (o-o5o7°F.). (0-0568° F.). 

3rd „ 0-022° C. . 0-0195° C. . 0-0178° C. . 0-0197° C. 

(0-0396° F.). (0-0351° F.). (0-032° F.). (0-0354° F.). 

4th „ 0-036° C. . 0-035° C. . 0-029° C. . 0-0333° C. 

(0-0648° F.). (0-063° F.). (0-0522° F.). (0-0599° F.). 

The preceding results indicate : 

1st. That intellectual work of the four varieties enumerated 
causes a rise of temperature in all three regions of the head. 

2nd. That the rapidity and the degree of this rise are different 
in the different regions. 

3rd. That different kinds of work produce, in the same region, 
elevations of temperature differing both in degree and in rapidity 
of appearance. 

4th. That the kind of work which affects one region in the 
greatest or least degree affects similarly the other regions. 

5th. That, in the particular spaces examined, the order of the 
regions with regard to both degree and rapidity of rise of tempera- 
ture, in all four kinds of work specified, is : — ist. Anterior 
region ; 2nd. Middle region ; 3rd. Posterior region. 

6th. That, in the particular individual experimented on, the 
greatest effect, both as regards degree and rapidity of rise, was 
produced by the work of the 4th set of experiments (composi- 
tion) ; the next greatest effect was produced by the work of the 
and set (rapid arithmetical computations) ; and the least effect 
was produced by the work of the 3rd set (making of notes). 

Of the above conclusions, the last two require, under altered 
conditions regarding the particular spaces examined, and the in- 
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dividuals experimented on, important modifications. It will be 
seen, farther on, that the anterior region by no means invariably 
shows the highest rise of temperature, but that, on the contrary, 
certain points of the middle region surpass it in this respect. 
With regard to individual peculiarities, enough has already been 
said to show that no rule can be laid down as to the comparative 
effect of the same kind of work in different persons, or even in 
the same person at different times ; neither the intrinsic difficulty 
of the work itself, nor the special difficulty it may offer to the 
individual, being the sole factors to be taken into account, but the 
degree of interest felt by the worker being also involved. 
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CHAPTER II. 

EXPERIMENTS ILLUSTRATIVE OF THE EFFECT OF INTELLECTUAL 
WORK ON THE TEMPERATURE OF DIFFERENT PARTS OF THE 
HEAD. — AVERAGE RISES OF TEMPERATURE FOR THE DIF- 
FERENT REGIONS, IN INTELLECTUAL WORK. — RISES OF TEM- 
PERATURE ABOVE THE AVERAGE, IN INTELLECTUAL WORK.- 

But experiments of the kind given in the last chapter represent 
comparatively favorable cases, where the course of the observa- 
tions was uninterrupted, and where, therefore, a gradual, steady 
rise of temperature was maintained pretty thoroughly from the 
commencement. Such cases are not, however, the rule, and are 
given here principally to simplify the demonstration of the im- 
portant fundamental facts contained in the first four conclusions 
just stated. More frequently we have to deal with less regular 
variations of temperature. 

The experiments to which attention will now be called have 
been selected from a large number made on different spaces of the 
several regions on different subjects, and are intended to give an 
idea of the uncertain fluctuations of temperature commonly met 
with, and of the relation of these fluctuations to coincident varia- 
tions of the mental condition. It will likewise be observed, in 
some of these experiments, that the mental work is several times 
purposely interrupted, and also that the nature of the work is 
altered. The times of observation are also more numerous than 
in the experiments just given. In the experiments the " plus " 
sign indicates a rise above, and the " minus " sign a fall below 
the original temperature, at the commencement of the observa- 
tions, of the space examined, this starting-point being represented, 
as in the preceding experiments, by zero. Where words in- 
dicating the cessation or the commencement of work are placed, 
in the course of an experiment, opposite to the space between 
two observations, they always refer to the time immediately pre- 
ceding them. Thus the words, " Stopped work," placed opposite 
to the space between the observations of the fourteenth and 
seventeenth minutes, in ist experiment, anterior region, signify 
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that the work was stopped at the end of the fourteenth minute. 
Other words expressive of the mental condition apply to the 
times directly opposite to which they are placed. 

The results of the different experiments are not comparable 
with each other, as they have been obtained on difFeirent in- 
dividuals, at different times, and under dissimilar circumstances. 
Two examples are given from each region. 

Anterior Region. 

\$t Experiment. 

Examination of 4th district, 2nd — 3rd tier, left side. 
Rise or fall of temperature. 



Time from 








commence- 


Deflections of Thermometric 






ment of work. 


galvanometer. values. 




Mental condition. 


At the end of— 






minutes 


. 0° . 0° . 




Commenced mathematical 


3 11 


. +6° . +0-OI2°C. (o-02i6° 


F.) 


calculations. 


10 „ 

11 ,1 


. +3° . +o-oo6°C. (o-oiog'= 
. +4° . +o-oo8°C. (0-0144° 


F.) 
F.) 


\ Interest flagging. 


12 „ 


. +6° . +o-oi2°C. (o-o2i6° 


F.) 


Interest regained. 



Vi, „ . +11° . +o-o2z° 0.(0-0396° F.) 



17 



+ 7° . +0-014° G. (0-0252° F.) 



Stopped work. 



Commenced making notes 
+ 0-010° C. (o-oi8° F.) requiring reflection. 

+0-014° C. (00252° F.) 
+ 0-022° C. (0-0396° F.) 

Stopped work. 
+0-018° C. (0-0324° F.)-) 

+0-017° c. (0-0306° F.)[^^^;,';f;°f """'■^ °' ^"""^ 

+ o-oi8° C. (0-0324° F.) 3 ^ "^ ^' 
+0-016° C. (0-028 8° F.) 

Ceased thinking to any 
+ o-oio°C. (o-oi8°F.) extent. 

+ 0-006° C. (o-oiog°F.) 

In the above experiment the rise of temperature due to the 
mathematical work ceased after the third minute, and at the tenth 
and eleventh minutes a return toward the starting point had been 
effected. Coincident with this thermal decrease was a partial loss 
of interest in the work. At the twelfth minute the interest had 



19 




. -f 5" 


194 




. +7° 


21 




. +11° 


22 




• +9° 


23 




. +8-S' 


^3i 




- +9° 


24 




. +8° 


26 




. -f 5° 


17 




• +3= 
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been regained, and the temperature had also regained the point 
held at the third minute. The temperature then rose until the 
work was stopped, at the end of the fourteenth minute. After an 
interval of three minutes, during which the temperature fell 
0'Oo8° C. (o'Oi44° F.), work of a different kind was begun, and 
at the expiration of four minutes, when the work ended, the tem- 
perature had risen again to the point occupied at the close of the 
mathematical work. The temperature after this sank toward the 
starting point, the rapidity of its fall being, however, somewhat 
impeded by the state of activity of the mind during part of the 
time (22nd to 23^rd minutes). 

Znd Experiment. 
Examination of 3rd district, 2nd — 3rd tier, right side. 
Rise or fall of temperature. 



Time from 
commence- 


Reflections of Thermometric 




ment 


Dfwork. 


galvanometer. values. 


Mental condition. 


At the end oFt- 


_ 






minutes 


0° . 


0° 


Commenced mathematical 


+i 


}) 


+ 4° . 


+ o-oo8°C. (0-0144° F.) 


calculations. 


9 


» 


+4-5°. 


+0-009° C. (0-0162° F.) 


Stopped work, and com- 


10 


J) 


+ „ 


+ )j jj 


menced conversation ; 


12 


») 


+ 3° 


+o-oo6°C. (o-oioS°F.) 


not much interested. 
Stopped talking, and cooi- 
menced reading aloud 


IS 


iy 


. 0° . 


0° 


matter of little or no 


18 


)» 


-3° ■ 


—o-oo6°C. (0-0108° F.) 


interest. 
Stopped reading, and com- 


^4-i 


)» 


+ 6° . 


+ 0-012° C.(o-o2i6°F.) 


menced mathematics 


25 


» 


+6-5°. 


+0-013° C. (0-0234° F.) 


again. 
Stopped work. 


^ih 


ji 


+ 5° ■ 


+o-oio°C. (0-018° F.) 




29 


11 


+4° ■ 


+0-008° C. (0-0144° F.) 




31 


» 


. +2-5°- 


+0-005° C. (0-009° F.) 




33 


» 


+ 1-5°. 


+0003° C. (0-0054° F.) 


Commenced reading to 


41 


n 


+ 9° • 


+ o-oig°C. (0-0324° F.) 


one's self; much inte- 


42 


)» 


+ 12°. 


+0-024° C. (0-0432° F.) 


rested. 


43 


») 


+13°. 


+ 0-026° C. (0-0468° F.) 


Stopped reading. 


45 


» 


+ 3° . 


+ 0-006° C.(o-oio8°F.) 


Commenced mathematics 


47i 


Jt 


+ 6-5°. 


+0-013° C. (0-0234° F.) 


again. 


49 


» 


+ io-5° 


+ o-o2i°C. (0-0378° F.) 
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In this experiment mathematical work caused, in the first nine 
minutes, a rise of temperature of 0*009° C. (0-0162° F.), which 
was succeeded by a fall of 0*003° C. (0-0054° F.), during the 
three minutes of conversation immediately following the cessation 
of work.. From the end of the twelfth to the end of the 
eighteenth minute the subject was occupied in reading aloud 
matter of an uninteresting character. During this time, the 
temperature fell still further, reaching a point, 0-006° C 
(0-0108° F.), below the original starting point. The resumption 
of mathematical work caused a rise of 0-019° C. (0-0342° F.), 
(0-012° C. — 0-0216° F., above the original starting point) in 
seven minutes. Work being now stopped again, the temperature 
fell to 0-003° ^- (0*0054° -f"-)) when reading to one's self of very 
interesting matter was begun. The result of the reading was a 
rise in ten minutes of 0-023° C. (0-0414° F.). At the end of this 
time the reading was discontinued, and a fall of temperature 
ensued of 0-02° C. (0-036° F.) in two minutes ; which fall was 
succeeded by .another rise of 0-015° C. (0-027° F.) in four 
minutes, due to mathematical work. 



Middle Region. 
1st Experiment. 
Examination of ist district, 4th tier, left side. 
Rise or fall of temperature. 



Time from 
commence- 
ment of work. 


Deflections of Thermometric 
galvanometer. values. 


Mental condition. 


At the end of- 


_ 






minutes 


0° 


0° 


Commenced reading aloud 


I 


i» 


+1° 


4-0-002° C. (0-0036° F.) 


matter of interest. 


2 


» 


+»° 


4-0-004° C. (0-0072° F.) 


Reading interrupted. 


3f 


)) 


-1° 


— 0-002° 0.(0-0036° F.) 




5^ 


J» 


)) 


J) " 


Reading resumed. 


6| 


» 


+ 5° 


-|-o-oio°C. (0-018° F.) ' 




7* 


» 


+ 3° 


4-0-006° C.(o-oiog°F.) 




9 

9f 




+ 6-5° 


4" j> » 
-l-o-oi 3° C. (0-0234° F.) 


■ Degree of interest variable. 


II 


)J 


+ 9° 


-1-0-018° C. (0-0324° F.) 




"4 




+ 8° 


-|-o-oi6°C. (o-o288°F.) 




12 


)) 


+ 7° 


-|-ooi4°C. (0-0252° F.)_ 
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Rise or fall of temperature. 



Time from 

commence- Deflections of 

mentofwork. galvanometer. 



Thermometric 
values. 



Mental condition. 



At the end of- 

13 minutes 

14 ,1 

164 „ 

17 „ 

'9 1) 



■ Degree of interest variable. 



20 
20J 

22J 
33 



Interest steadily 
increasing. 



. +8° . +o-oi6°C. (0-0288° F.)^ 

. +13° . +0-026° C. (0-0468° F.) 

. +10° . +o-o2°C. (0-036° F.) 

. +7° . +0-014° C. (0-0252 F.) 

. +8° . +0016° C. (0-0288° F.) 

. +6° . +o-oi2°C. (o-o2i6°F.) 

.+8° . +0-016° C. (0-0288° F.) 

. +4'5°. +0-009° C. (0-0162° F.)^ 

.+8° . +0016° C. (0-028 8° F.)^ 

. +9° . +0-018° C. (0-0324° F.) 

. +13° . +0-026° C. (0-0468° F.) 

. +16° . +0-032° C. (0-0576° F.) 

. +19° . +0-038° C. (0-0684° F.)., 

Stopped reading. 

. +5° . +0-010° C.(o-oig°F.) 

In the above experiment attention is called to the number and 
extent of the fluctuations of temperature occurring during the 
eighteen minutes of the last reading, the degree of interest ex- 
perienced by the reader during this time being very variable. 

2nd Experiment. 

Examination of ist district, 3rd tier, right side. 

At the end of— 

0° Commenced mathematical 

+ 0-007° C. (0-0126° F.) calculations. 
+0-008° C. (0-0144° F.) 
+ 0-011° C. (0-0198° F.) 
+o-o2i°C. (0-0378° F.) 
+ 0-023° C. (0-0414° F.) 
+0-019° C. (0-0342° F.) 
+ 0-015° C. (0-027° F.) *) 

+ 0-013° C. (0-0234° F.)[^'"^""* flagging some- 
+ 0-009° C. (0-0162° F.) J ^^"• 
+0-011° C. (0-0198° F.) 
, +0-015° C. (0-027° F.) 
, +o-oi6°C. (0-0288° F.) 

Stopped mathematical 
work, and commenced 
making notes requiring 
reflection. 



m 


mutes . 


0" . 


^h 


J) 


+ 3-5° 


7 


J) 


+4° 


12 


?» 


+ 5-5° 


1+4 


» 


+ IO-S 


i8i 


J! 


+ II-5' 


22 


J? 


+ 9-5° 


^44 


17 


+7-i^ 


27 


)) 


+ 6-5° 


3' 


)1 


+ 4-5° 


334 


») 


+ 5-5° 


464 


» 


. -f 7-5° 


so4 


)> 


. +8° 



7+ 



+ 12° . +0-024° C. (0-0432° F.) 
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Rise or fall of temperature . 

Time from f « — r ^ 

commence- Deflections of Thermometric 
mentofwork. galvanometer. values. 

At the end of— 
75^ minutes . +13-5° 4-o-o27° C. (0-0486° F.) 

8oi „ . -f9'S°. +0-019° C. (0-0342° F.) 

8si „ . +3-5°. +0-007° C. (0-0126° F.) 



Mental condition. 



Stopped work. 



In this experiment, after a steady rise of 0'023° C. (o'04i4° F.) 
in the first eighteen and a half minutes of mathematical work, the 
temperature steadily declined to 0*009° C. (o"oi62° F.) above the 
starting point, this last value being reached twelve and a half 
minutes from the cessation of the rise. During the greater part 
of this time the subject of the experiment was quite conscious of 
partial loss of interest in the work. In the ensuing forty-four 
and a half minutes the temperature rose too"027°C. (o-0486°F.), 
this being above its first maximum, the nature of the work being, 
moreover, changed during a part of this time. 





Examination 


At the end of- 


- 


minutes 


0° 


7 


>» 


+4° 


9 


>j 


+ 6° 


"i 


)) 


+ 7-5° 


^\h 


j> 


+ 9° 


174 


» 


+ 10° 


22 


j> 


+ ., 


26i 


j> 


+ 8° 


30 


)> 


+ 5° 


34- 


)» 


+ 5-5° 


35 


>> 


+4° 


35l 


» 


+ » 


39 


» 


+ 1° 


4'^ 


» • 


+ 6° 


434 


>> 


+ „ 


52 


j> 


+ 9° 


5+ 


)j 


+ „ 



Posterior Region. 
\st Experiment, 
of 1st district, 3rd — 4th tier, left side. 



0° Commenced mathematical 

+o"oo8°C. (0-0144° F.) calculations. 
+0-012° C.(o-o2i6°F.) 
+ 0-015° C. (0-027° F.) 
+o-oi8°C. (0-0324° F.) 
+0-02° C. (0-036° F.) 

+ « 

+0-016° C. (0-0288° F.) 

+o-oi°C. (o-oi8°F.) - 

+ 0-OII°C. (0-0198° F.) ^ J . , ., n 

00 /-. / ou \ Interest decidedly flas;- 

+0 008° C. (0-0144 F.) L . ' ° 

T )> >1 1 

+o-oo2°C. (0-0036° F.) J 
+0-012° C. (o-o2i6°F.) Interest regained. 

+ >» *» 

+o-oi8°C. (0-0324° F.) 

+ >> )j 
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Time from 

commence- 

mentofwork. 

At the end of- 
56 minutes 
60 „ 

6S .. 

68J „ 

71 » 

74- J, 

775 » 

78 „ 

79 » 
go „ 



Rise or fall of temperature. 



Deflections of 
galvanometer. 



Thermometric 
values. 



Mental condition. 



Interest again failing. 



+ 5° . +o-oi°C. (o-oi8°F.) 
+ 1° . +o-ooz°C. (0-0036° F.] 

"T ?) • ~r »j jj - 

+4-5° . +0-009° C. (0-0162° F.) Interest returning. 

+ 7° . +0-014° C. (0-0252° F.) 

+ 10-5° +0-021° C. (0-0378° F.) 

+ 11° . +0-022° C. (0-0396° F.) 



+ 8° . +0-016° C. (00288° F.) 

+ 7° . +0-014° 0.(0-0252° F.) 

+ 6° . +0-012° C. (0-0216° F.) 

+4° . +0-008° 0.(0-0144° F.) 



Stopped work. 



This experiment shows, at two periods, a cessation of rise, and 
a fall of temperature nearly to the original starting-point ; both 
periods being characterised by a failure of interest in the work 
being done. 

2nd Experiment. 

Examination of 3rd district, 3rd tier, left side. 
At the end of— 

0° Commenced readingaloud. 

. +o-oo2°C. (0-0036° F.) 
. — 0-002° C. (0-0036° F)' 
. +0-002° C. (0-0036° F.) 
. +0-004° C. (0-0072° F.) 
. +o-oi°C. (o-oi8°F.) 
. +0-006° C. (0-0108° F.) 
. +0-012° C. (0-0216° F.) 
. +0-002° C. (0-0036° F.) 
. +0-006° C.(o-oio8°F.) 
. +0-01° C. (o-oig°F.) 
. +o-oo6°C. (0-0108° F.) 

■ + n » 

. +0-008° C. (0-0144° F.) 

= . +o'oo5°C. (0-009° F.) . 

. +o-oio°C. (o-oi8°F.) 

. +o-oi2°C. (0-02l6°F.) 

. +0-014° C. (00252° F.) 



mmutes . 


0° 


I 




+ 1° 


3l 




-i" 


5 


it 


+ 1" 


64 




+ ^° 


74 


JJ 


+ 5° 


8J 


)l 


+ 3° 


9 


>J 


+ 6° 


II 


3> 


+ 1° 


12 


)) 


. +3° 


15 


ii 


. +5" 


17 


t7 


. +3° 


194 


i) 


• +„ 


20 


)) 


. +4° 


264 


» 


. +^-5 


274 


J9 


. +5° 


28 


JJ 


. +6° 


30 


J> 


. +7° 



Decided lack of interest 
and attention at times. 



During the whole of the above experiment the temperature 
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was unsteady, rising and falling with great irregularity. The 
reader was at times inattentive to the work, feeling no interest in 
the matter read, and reading almost mechanically. At other 
times the reader became momentarily interested, and read with 
attention. 

Nearly every one of the 88 spaces on a side, into which the 
surface of the head has been divided in these investigations, has 
been examined with reference to the effect upon its temperature 
of increased intellectual activity of different kinds' ; and it may be 
said that, so far as the author's experience goes, every space is 
capable of showing an elevation of temperature in every kind of 
intellectual work. Certain spaces, however, exhibit, as a rule, 
higher rises of temperature than others, as will be hereafter seen. 

The following spaces in the three regions have been specially 
examined ; and the average rises of temperature, due to intellec- 
tual work of all kinds, in the spaces belonging to each region, are 
as follows : 

Anterior region. 





Spaces 


examined. 




Average rise of temperature for all the 
spaces of each region. 


and district 


, and 




tier 


. 


3rd 


It 


and 








3rd 


•>■> 


3rd 








3rd-4th 


)> 


5th 






> o-034°C. (o-o6ia°F.). 


4th 


55 


and- 


3rd 






Sth 


•>■> 


ist-and 






5th 


11 


3rd 




55 _ 










Middle region. 


ISt 


district 


, and 




tier ~ 




1st 


>5 


3rd 




■» 




I St -and 


>5 


4th 




55 




and 


■)3 


3rd 




55 




and 


■)•> 


5th 




55 




3rd 


n 


and- 


3rd 


55 




3rd 


•» 


3rd 




55 


^ 0-0375° C. (0-0675° F.). 


3rd 


Y> 


4th 




55 




3rd 


•>■> 


5th 




55 




4th 


55 


and- 


3rd 


55 




4th 


55 


4th 




55 




4th 


55 


6th 




55 




4th 


55 


7th 




55 
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Posterior region. 



Spaces 


examined. 


1st district 


, 3rd tie 


2nd „ 


4th „ 


and „ 


6th 


y^ » 


and „ 


Srd „ 


3rd 


5th „ 


Srd 



Average rise of temperature for all the 
spaces of each region. 



> 0-0296° C. (0-0532° F.). 



Average for all three regions, 0-0337° C. (o-o6o6° F.). 

But much higher rises of temperature are not unfrequentJy 
seen in each region than the averages just given. The following 
are specimens of these high rises of temperature : 



Anterior Region. 
Examination of 5th district, 3rd tier, left side. 
Rise or fall of temperature. 



' 1 1 m a frr\ m 








J. line ilUIll 

commence- 


Deflection's of Thermometric 




ment 


ofwork. 


galvanometer. values. 


Mental condition. 


At the end of — 






minutes 


. 0° . 


0° 


Commenced mathematical 


I 




. +1° . 


+ o-oo2°C. (o-oo36°F.) 


calculations. 


4- 




■ +^s-f 


+ 0-031° C. (0-0558° F.) 




S 




■ +i6-5° 


+0-033° C. (00594° F.) 




8 




. +2g° . 


+ 0-056° C.(o'i.oog°F.) 




16 




. +26° . 


+0-052° C. (0-0936° F.) 




20 




• +i4-5° 


+0-049° C. (0-088° F.) 




24 




• +36-5° 


+0-073° C. (0-1314° F-) 




26 




. +40-5= 


+ 0-081° C.(o-i4s8°F.) 




29 




• +4^-5° 


+0-085° C.(o-i53°F.) 




33 




. +4'° ■ 


+0-082° C. (0-1476° F.) 




34- 




• +36-5° 


+ 0-073° C. (0-1314° F.) 


Stopped work. 


36 




. +24-5° 


+ 0-049° C (0-088° F.) 




364 




. +20-5° 


+ 0-041° C. (0-0738° F.) 


Commenced making notes 


39 




■ +37-5° 


+0-075° C.(o-i35°F.) 


requiring thought. 


40 




• +39-5' 


+ 0-079° C. (0-0142° F.) 





50 



+ 12-5° +0-025° C.(o'o45°F.) 



Stopped work. 
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Rise or fall of temperature. 



Time from 

commence- Deflections of 

mentofwork. galvanometer. 



Thermometric 
values. 



Mental condition. 



At the end of— 
525 minutes . -|-i8'5° 



56 



+ I2-5° 



+0-037° C.(o-o66°F.) 
+0-025° C. (0-045° F.) 







4 


Commenced mathematics 


6.1 ., 


■ +24-5° 


+o-o49°C. (o-o88°F.) 


again. 


614 „ 


. +26-5° 


+0-053° C. (0-0954 F.) 




62 „ 


. +^f . 


+0-058° C. (0-104° F.) 


Stopped wotk. 


6+i „ 


. +22° . 


+0-044° C. (0-0792° F.) 




67 ,, 


. +.5° • 


+0-03° C. (0-054° F.) 





In this experiment the temperature rose 0-085° C. (o"i53°F.) 
above its original starting-point, in the first twenty-nine minutes 
of the observations. 



Middle Region, 





Examination 


of 1st — and district, 4th tier, left side. 


At the end of- 


_ 






minutes . 


0° . 


0° 


Commenced mathematical 


S 


)) 


+,.°. 


+0-022° C. (0-0396° F.) 


calculations. 


6i 


J) 


+ 14°. 


+0-028° C. (0-0504° F.) 




12 


)? 


+ 27°. 


+0-054° C. (0-0972° F.) 




13 


)j 


+ 33°. 


+0-066° C.(o-ii88°F.) 




17 


JJ 


+ 31°. 


+o-o62°C. (o-iii6°F.) 


Stopped work. 


19 


j» 


+ 30°. 


+006° C. (0108° F.) 


Commenced reading to 


27 


j> 


+44° 


+0-088° C.(o-i584°F.) 


one's self matter of 


32 


J) 


+46° 


+0-092° C.(o-i656°F.) 


much interest. 
Stopped reading. , 


34- 


J) 


+44° 


+o-o88°C. (0-1584° F.) 




38 


JJ 


+ 36-5'^ 


+0-073° C.(o-i, 14° F.) 




4.2 


J) 


+ 34° 


+0-068° C. (0-1224° F.) 




43i 


)j 


+ 31° 


+0-062° C. (0-1116° F.) 




4-7 


)) 


+ 28° 


+ 0-056° C.(o-ioo8°F.) 




504 


» 


+ „ 


+ » JJ- 




51 


)j 


+ ^5° 


+0-05° C. (0-09° F.) 




53 


JJ 


+ 23° 


+0-046° C. (0-0828° F.) 




54- 


JJ 


. +20° 


+0-04° C. (0-072° F.) 




55 


J? 


. +18° 


. +0-036° C. (0-0648° F.) 
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Time from 
commence- Deflections of Therm'ometric 
mentofwork. galvanometer. values. 

At the end of— 
57 minutes . +17° . +0-034° C. (o-o6ii°F.) 



Mental condition. 



59 
63 
67 

70 

71 
72 

73 
74 



+ 19°. +0-038° C. (0-0684.° F.) 
+ 21° . +0-042° C. (0-0756° F.) 

+ I! - T » J> 

+ 12° . +0-024° C. (0-0432° F.) 
+ 10°. +o-o2°C. (o-o36°F.) 
+ 8° . +0-016° C. (0-0288° F.) 
+4° . +0-008° C. (0-0144° F.) 
+ 3° . +0-006° C. (0-0108° F.) 



Commenced 
again. 

Stopped work. 



mathematics 



In the above experiment the rise of temperature above the 
original starting-point was. 0*092° C. (o"i656°F.), the result of 
mathematical work and reading combined. This rise was effected 
in the first thirty-two minutes of the experiment ; two of these 
minutes were, however, occupied by the interval of inactivity 
between the cessation of the mathematical work and the com- 
mencement of the reading. The time of the rise of temperature • 
was, therefore, more properly thirty minutes. 



Posterior Region. 
Examination of 5th district, 3rd tier, left side. 



Atth 


e end of- 


- 


minutes 


. 0° 


4 


» 


. +*° 


9 


>» 


+ 5° 


12 


j» 


+ 9° 


»3i 


» 


+ 8° 


18 


j» 


+ ,, 


22 


j» 


+ 9-5° 


29 


j> 


+ 12° 


29J 


9) 


+ 14° 


35* 


)J 


+ 19° 


454 


J> 


+ 21° 


46 


1» 


+ 22° 



47 



+0-004° C. (0-0072° F.) 
+0-01° C. (o-oi8°F.) 
+0-018° C. (0-0324° F.) 
+ o-oi6°C. (0-0288° F.) 

"T M J) 

+ 0-019° C. (0-0342° F.) 
+ 0-024° C. (0-0432° F.) 
+0-028° C. (0-0504° F.) 
+ 0-038° C. (0-0684° F.) 
+0-042'' C. (0-0756° F.) 
+ 0-044° C. (0-0792° F.) 



+ 21-5° +0 043°C. (oo864°F.) 



Commenced mathematical 
work. 



Stopped work. 
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H5 



Rise or fall of temperature. 



Time from 
commence- 


Deflections of Thermometric 


ment 


of work. 


galvanometer. values. 


At the end of- 


-, 




484 


minutes 


+ 21-5° 


+0-043° C. (0-0864° F.) 


49 


)» 


+ »i°. 


+ 0-042° C. (0-0756° F.) 


5° 


3) 


+ 22° . 


+0-044° C- (0-0792° F.) 


S3 


95 


. +23° • 


+0-046° C. (0-0828° F.) 


SS 


)) 


+ ^4°. 


+0-048° C. (0-0864° F.) 


S6 


JJ 


+23°. 


+0-046° C. (0-0828° F.) 


574 


>> 


+ „ ■ 


T" j> » 


68 


» 


+ ^4°. 


+ 0-048° C. (0-0864° F.) 


70 


>J 


+ 20°. 


+0-04° C. (0-072° F.) 


7' 


9) 


+ 19° • 


+0-038° C, (0-0684° F.) 


72 


J3 


+ „ 


~r J) J) 


73 


» 


+ 17-5° 


+0-035° C. (0-063° F.) 



Mental condition. 



Interested during this 
time in trying to over- 
hear a conversation in 
an adjoining room. 



In this experiment mathematical work caused a rise of tem- 
perature of 0*044° C. (o"0792° F.) in forty-six minutes, when the 
woric ceased. Three minutes later — the temperature having 
meanwhile fallen 0'002°C. (0-0036° F.) — the subject of the ex- 
periment becoming much interested in listening to a conversation 
near at hand, the temperature again rose, attaining a point above 
its previous maximum, this last rise being 0'048° C (o'o864°F.) 
above the original starting-point. 
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CHAPTER III. 

COMPARATIVE EFFECT OF INTELLECTUAL WORK ON THE TEM- 
PERATURE OF DIFFERENT SPACES OF ONE AND THE SAME 
SIDE OF THE HEAD. 

It is now time to consider more fully the comparative effect of 
intellectual work on the temperature of different points of the 
head. For purposes of comparison the following spaces have been 
selected in each region : 

Anterior region. 

5th district, 3rd tier; 5th district, 1st — and tier; 3rd district, 
3rd tier ; 2nd district, 2nd tier ; 3rd — 4th district, 5th tier. 

Middle region. 

1st — and district, 4th tier ; 3rd district, 5th tier ; 3rd district, 
and tier; 3rd district, 4th tier; 4th district, 7th tier. 

Posterior region. 

and district, 4th tier ; 5th district, 3rd tier ; 4th district, and 
tier ; and district, 6th tier. 

One of the above spaces, — 1st — and district, 4th tier, middle 
region, — is compared, in turn, with each of the other spaces, under 
circumstances as nearly as possible identical. A pile is placed on 
each of the two spaces compared, the two currents being opposed 
to each other, and the deflections of the galvanometer indicating, 
therefore, the difference of rise of temperature in the two points, 
admitting that both points have their temperatures raised. The 
work performed was, as far as possible, the same in the different 
experiments, and each experiment lasted an hour. The following 
is a synopsis of the results obtained : 
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Comparison of anterior and middle regions. 

1st set of experiments. 
Mean of 10 observations ; 5 on each side of the head. 

Comparison of-f''*""*"'^ *'''*"''*' ^^'^ *'^''' ""'^^^^ ''^S''"'' 
Lfth district, 3rd tier, anterior region. 

Rise of temperature of o-oo6° C. (o"Oio8° F.) in favour of 
middle region. 

2nd set of experiments. 

Mean of 10 observations ; 4 on right side, 6 on left side. 

Com ■ fi~'^* — 2nd district, 4th tier, middle region. 

\5th district, ist — and tier, anterior region. 

Rise of temperature of O'ory" C. (o"03o6° F.) in favour of 
middle region. 

3rd set of experiments. 
Mean of 10 observations ; 5 on each side. 

^ ■ fi"'^* — ^'^^ district, 4th tier, middle region. 

L3rd district, 3rd tier, anterior region. 

Rise of temperature of 0-017° ^- (0*0306° F.) in favour of 
middle region. ^ 

4th set of experiments. 
Mean of 10 observations j 4 on right side, 6 on left side. 

r~, . r fist — 2nd district, 4th tier, middle region. 

Comparison of-< , , ,. . ^ ^ , . . ^ . 

L3rd — 4th district, 5th tier, anterior region. 

Rise of temperature of o-oi8° C. (0-0324° F.) in favour of 
middle region. 

5th set of experiments. 
Mean of 10 observations ; 5 on each side. 

„ . r fist — 2nd district, 4th tier, middle region. 

Comparison of-^ j j- • j J .. ■ ■ 

"^ L2nd district, 2nd tier, anterior region. 

Rise of temperature of 0-02° C. (0-036° F.) in favour of middle 
region. 



148 Temperature of the Head. 

Comparison of 1st — 2nd district, ^th tier, middle region, with other 
paces of the same region. 

1st set of experiments. 
Mean of 10 observations ; 5 on each side. 

Comparison oiU'^-''''^. district, 4th tier. 
L3rd district, 4th tier. 

Rise of temperature of 0*005° ^- (o'oog" F.) in favour of 
1st — 2nd district, 4th tier. 

and set of experiments. 
Mean of 10 observations j 5 on each side. 

tier. 



r-, . ffist — and district, 4th 

Comparison of-^ . '7 

L3rd district, 2nd tier. 



Rise of temperature of 0'0i6° C. (0-0288° F.) in favour of 
1st — and district, 4th tier. 

3rd set of experiments. 

Mean of 10 observations ; 4 on right side, 6 on left side. 

^ . rfist — and district, 4th tier. 

Comparison ox< , ,. , . 

y.ya district, 5th tier. 

Rise of temperature of o-0]8° C. (o"0324° F.) in favour of 
1st — and district, 4th tier. 

4th set of experiments. 

Mean of 10 observations ; 4 on right side, 6 on left side. 

„ . r fist — and district, 4th tier. 

Comparison 01-^ , ,. . '.^ 

L4th district, 7th tier. 

Rise of temperature of o-oi8° C. (0=0324° F.) in favour of 
1st — and district, 4th tier. 
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Comparison of middle and posterior regions. 

1st set of experiments. 
Mean of 10 observations ; 4 on right side, 6 on left side. 

Comparison ofl''^"!*"'! district, 4th tier, middle region. 
Lsth district, 3rd tier, posterior region. 

Rise of temperature of o'Oigf" C. (o'035i° F.) in favour of 
middle region. 

and set of experiments. 
Mean of 10 observations; 5 on each side. 

Comparison of-f''*"*"'^ ''''*"^*' ^^^ ^'^'' "''^'^'^ '^^ion. 
L4th district, and tier, posterior region. 

Rise of temperature of o'023° C. (o'04i4° F.) in favour of 
middle region. 

3rd set of experiments. 

Mean of 10 observations ; 5 on each side. 

Comparison of|''*-^"'^ '^*'^""' ^"^ "^'■' "^'^^^^ •"^8'°"- 
Land district, 4th tier, posterior region. 

Rise of temperature of 0'026° C. (0"0468° F.) in favour of 
middle region. 

4th set of experiments. 

Mean of 10 observations ; 5 on each side. 

r> „ r fist — 2nd district, 4th tier, middle region. 

Comparison or-< .... , , . . ° 

L2nd district, oth tier, posterior region. 

Rise of temperature of o'02y° C. (0*0486° F.) in favour of 
middle region. 

It will be seen from the above results, that the ist — and 
district, 4th tier, middle region, show^s a higher rise of tempera- 
ture than any of the spaces with which it is compared. Taking 
the value of the absolute rise in this space as 1000, we have the 
following comparative values for the other spaces : 
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Values of absolute rises of temperature. 



Anterior region. 




5th district,- 3rd tier 


. 846. 


5th „ 1st — 2nd tier 


. 564. 


3rd „ 3rd tier 


• 564- 


3rd — ^4th district, 5th tier 


. 538- 


2nd district, 2nd tier 


• 513- 


Middle region. 




] St — 2nd district, 4th tier 


. 1000. 


3rd district, 4th tier 


. 872. 


3rd „ 2nd „ 


• 589. 


3rd „ 5th „ 


• 538. 


4th „ 7th „ 


• 538. 


Posterior region. 




5th district, 3rd tier 


. foo. 


4th „ 2nd „ 


. 410. 


2nd „ 4th „ 


• 333- 


and „ 6th „ 


• 308. 



The above order of superiority of rise of temperature in the 
different spaces is confirmed in the majority of cases by direct 
mutual comparison of the spaces. The next highest rises after 
that of the ist — and district, 4th tier, middle region, are found in 
the 3rd district, 4th tier, of the same region, and in the 5th 
district, 3rd tier, anterior region. Extended investigations in the 
tract of highest rise of temperature formed by these spaces and in 
the neighbouring spaces, have led to the conclusion that the 
greatest elevations of temperature found at the surface of the head 
during intellectual work of all kinds, are usually met with in the 
following spaces : 

Anterior region. — 4th and 5th districts, 3rd and 4th tiers. 

Middle region. — ist and 2nd districts, 3rd tier; 1st, and, and 
3rd districts, 4th tier; 1st and 2nd districts, 5th tier. 

The above spaces lie over a tract of the brain- surface formed 
by the posterior portions of the ist and and frontal, and the 
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anterior ascending parietal [4th frontal] convolutions ; and, pos- 
sibly — crossing the fissure of Rolando — the anterior part of the 
posterior ascending parietal [ascending parietal] convolution. 

We will now proceed to examine, in detail, some of the ex- 
periments made by directly comparing two spaces in one and the 
same observation, on different subjects. 



Comparison of anterior and middle regions. 

1st Experiment. 

Comparison of ist — 2nd district, 4th tier, middle region, with 
5th district, 3rd tier, anterior region ; both spaces on left side. 

+ signifies in favour of middle region. 
— signifies in favour of anterior region. 







Rise of temperature. 




Time from 
commence- 








Deflections of Thermometric 




ment of work. 


galvanometer. values. 


Mental condition. 


At the end of- 


_ 






minutes 


, 0° 


0° 


Commenced mathematical 


*i 


JJ 


-4° 


—o-oog°C. (0-0144° F.) 


calculations. 


4§ 


» 


-s° 


— o-oio°C. (o-oig°F.) 




54 


J> 


-4° 


— ooog°C. (0-0144° F.) 




'4 


)J 


+2° 


+0-004° C,(o-oo7z°F.) 




Hi 


»> 


+ 3-5° 


+0-007° C. (0-0126° F.) 




'Si 


» 


+4° 


+0-008° C. (0-0144° F.) 




24I 


J> 


+ 5° 


+0-010° C.(o-oig°F.) 




3^^ 


J> 


+4° 


+o-oog°C. (0-0144° F.) 




34i 


» 


+ >, 


+ » » 




39i 


)> 


+ ,, 


\ n » 




42I 


»> 


+ 6° 


+0-012° C.(o-oii6°F.) 


Stopped work. 


47l 


J> 


+ 3° 


+0-006° C.(o-oiog°F.) 




48 


»> 


+ »° 


. +0-004° C. (0-0072° F.) 


Commenced mathematics 


49^ 


J> 


. +f 


+0-010° C.(o-oig°F.) 


again. 


S»4 


I> 


. +6° 


. +0-012° C. (0-0216° F.) 




S3i 


»J 


■ +7° 


. +0-014° C. (0-0252° F.) 




sih 


>9 


. +8° 


+0-016° C. (0-0288° F.) 





Highest rise, in favour of middle region, o'Oi6°C. (0-0288° F.). 

In this experiment it will be observed, in the first place, that 
the superiority of rise of temperature of the space of the middle 
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region is much greater than the average given as the result of 10 
comparisons between the same spaces in the former experiments. 
It will also be observed that, during the first five and a half 
minutes, the higher rise of temperature was in favour of the 
anterior region. Nor was this last result a negative one, owing 
to lack of interest or want of attention ; — on the contrary, the 
mental activity was fully as great at this period as at any other of 
the experiment. 

It will be shown, in another place, that two spaces may, under 
circumstances as nearly as possible identical, exhibit, at different 
times, a totally different comparative rise of temperature, — the 
space which, in the one case, exhibited the greater rise, in the 
other case, exhibiting the lesser rise. In the experiment just 
given, it would seem probable that such an alternation of activity 
as that alluded to took place. In the first few minutes the space 
of the anterior region did the greater share of the work, but after 
this time the space of the middle region surpassed it. Consider- 
ing the marked difference of temperature which existed at the 
conclusion of the experiment, it would further seem not unlikely 
that, after its first display of activity, the space of the anterior 
region really performed little or no work at all, the space of the 
middle region being then to all intents and purposes alone active. 

2nd Experiment. 

Comparison of 1st — 2nd district, 4th tier, middle region, with 
3rd— 4th district, 5th tier, anterior region ; both spaces on left 

side. 

-|- signifies in favour of middle region. 
— signifies in favour of anterior region. 

Rise of temperature. 

Time from 1 " ^ 

commence- Deflections of Thermometric 
ment of work, galvanometer. values. Mental condition. 

At the end of— 

o minutes . o" . 0° Commenced copying from 

4 .„ . +1° . +o'oo2° C. (0-0036° F.) a book, not very atten- 

ih „ •+»■+., » tively. 



-o-ooa°C. (0-0036° F.) 



Stopped copying. 



9 
10 
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Rise of temperature. 



Time from 
commence- 




A 


Deflections of Thermometric 


ment of work. 


galvanometer. values. 


At the 


end of- 


_ 




II minutes 


0° . 


0° 


12 


»> 


0° . 


0° 


i6| 


SJ 


+ 3° ■ 


+ o-oo6°C. (o-oiog°F.) 


■ 20 


?J 


+ 8-5°. 


+ooi7°C. (o'03o6°F.) 


22 


3J 


+ 7° . 


+0-014° C. (0-0252° F.) 


24 


JJ 


+4° . 


+o'oog°C. (0-0144° F.) 


2«4 


}9 


+ 6° . 


+0-012° C. (0-0216° F.) 


33 


JJ 


+ 2° . 


+0-004° C. (0-0072° F.) 


35i 


J> 


+ 3° . 


+0-006° C. (0-0108° F.) 


38 


99 


+ 6° . 


+0-012° C. (o-o2i6°F.) 


4^4 


99 


+ 7-5°. 


+0-01 s°C. (0-027° F.) 


4+4 


99 


. +9° • 


+0-0I 8° C. (0-0324° F.) 


48 


99 


■ +9-5°. 


+0-019° C. (0-0342° F.) 


50 


99 


+ io'5° 


+0-021° C. (0-0378° F.) 


51 


99 


+7-5° • 


+0-015° C. (0-027° F.) 


.54 


99 


• +7° ■ 


+ 0-014° C. (0-0252° F.) 


s^'i 


99 


. +5-5° 


+0-011° C. (0-0198° F.) 



Mental condition. 



Commenced copying again 
attentively. 

Stopped copying. 



Commenced mathematical 
calculations. 

>■ Interest flagging. 

Interest returning. 



Stopped work. 



Highest rise, in favour of middle region, 0-02 i°C. (o'0378°F.).. 

At the commencement of the above experiment the work was 
performed carelessly, henCe no particular effect was produced. A 
second attempt was more successful, a rise in favour of the middle 
region of o"Oi7°C. (0*0306° F.) being obtained in eight minutes. 
During four minutes' rest, the excess in favour of the middle 
region was reduced to 0"Oo8° C. (o-oi44° F.). Mathematical 
work was then begun, causing a rise of 0*013° C. (0*0234° F.) 
in twenty-six minutes, at the end of which time the maximum 
rise was attained. 

3rd Experiment. 

Comparison of 1st — r2nd district, 4th tier, middle region, with 
5th district, ist — 2nd tier, anterior region ; both spaces on left 

side. 

+ signifies in favour of middle region. 

12 



154 



Temperature of the Head, 



Rise of temperature. 

Time from ^ « ^ 

commence- Deflections of Thermometric 
mentofwork. galvanometer. values. 

At the end of— 

o minutes . o° . o° 

si » . +17° • +0-034° C.(o-o6i2°F.) 

7i ,. . +14-5° +0-029° C. (0-0522° F.) 

9 „ . +12° . +0-024° 0.(0-0432° F.) 

i»i „ ■ +7-5° • +oois°C.(o-o27°F.) 

13 >, • +7° • +0-014° C. (0-0252 F.) 



Mental condition. 



Commenced copying from 
. book, very attentively ; 

much interested. 
Stopped work. 



182 „ . +17° . +0-034° C.(o-o6i2°F.) 

Highest rise, in favour of middle region, 



Commenced copyingagain. 

o-034°C. (o-o6i2°F.). 



In this experiment five and a half minutes' copying caused a 
rise in favour of the middle region of 0-034° C. (0-0612° F.). The 
difference between the temperatures of the two spaces caused by 
the work was so great, that it would seem not unlikely that the 
rise was principally, if not almost exclusively, confined to the 
space of. the middle region. The rapid and decided effect 
produced in this experiment by mental work of a low order seems 
to have been due to the great interest felt by the subject of the 
experiment in performing the task in the best possible manner. 



Comparison of the ist — 2nd district, ^th tier, middle region, with 
other spaces of the same region. 

I St Experiment. 

Comparison of 1st — 2nd district, 4th tier, with 3rd district, 
5th tier ; both spaces on left side. 

+ signifies in favour of ist — 2nd district, 4th tier. 
— signifies in favour of 3rd district, 5th tier. 
At the end of— 



o minutes 
3 » 
7 .. 
12 „ 

14J .. 
i6i „ 



o" 

+ 1° 
+ 3° 
+4-5' 
+ » 
+ 5° 



+ O-0O2°C. (0-0036°?.) 

+ o-oo6''C. (o-oio8°F.) 
+0-009° C.(o-oi6a°F.) 

+ I) >> 

+0-010° C. (o-oi8°F.) 



Commenced mathematical 
yyork. 
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Time from 



Rise of temperature. 



commence- Deflections of Thermometric 
mentofwork, galvanometer. values. 



Mental condition. 



At the end of— 
20 minutes 



25 
30 

35 

37* 

4' 

44 

50 

54 

57 

61 

65 



+4-5° 
+ >, 
+ 6° 
+ 7° 
+ 6-5° 
+ 7° 
+ 7-5° 
+ 8° 

+ 7° 
+ 8-5° 
+9-5° 
+ 8-5° 



+ 0-009° C. (0-0162° F.) 

+0-012° C.(o-o2i6°F.) 
+0-014.° C. (0-0252° F.) 
+0-01 3° C. (0-0234° F.) 
+ 0-014° C. (0-0252° F.) 
+ o-ois°C. (o-027°F.) 
+o-oi6°C. (0-0288° F.) 
+0-014° C. (0-0252° F.) 
+0-017° C. (0-0306° F.) 
+0-019° C. (0-0342° F.) 
+ 0-017° C. (0-0306° F.) 



Stopped work. 



74 „ .+6° . +0-012° C.(o-o2i6°F.) 

81 „ . +5° . +o-oi°C. (o-oig°F.) 

83 „ . +4° . +0-008° C. (0-0144° F.) 

85 „ .+2° . +0-004° 0.(0-0072° F.) 

86 „ .—1° . —o-oo2° 0.(0-0036° F.) 

Highest rise, in favour of 1st — and district, 4th tier, 0"oi9°C. 
(0-0342° F.). 

The above experiment requires no special comment. Both 
spaces were proved to have risen in temperature, by comparing 
their temperatures before and during the experiment with a 
constant source of heat. 



2nd Experiment. 

Comparison of ist — 2nd district, 4th tier, with 3rd district, 
4th tier ; both spaces on left side. 

+ signifies in favour of ist — ind district. 
— signifies in favour of 3rd district. 
At the end of— 

Commenced mathematical 
calculations ; attention 
strongly concentrated 
on the work. 



minutes 


n° 


0° 


3 » 


+ «° 


+0-002° C. (0-0036° F.) 


S » 


-2° 


— 0-004° C. (0-0072° F.) 


74 » 


-3° 


— 0-006° C. (00108° F.) 


8 „ 


0° , 


0° 


10 „ 


+ 3° 


+0-006° C.(o-oio8°F.) 


124 ,, 


+ 2° 


+0-004° C. (0-0072° F.) 


J5 " 


+ „ 


1 » )J 
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Rise of temperature. 

Time from f « , 

commence. Deflections of Thermometric 
mentofwork. galvanometer. values. 



Mental condition. 



At the end of— 



21 

26 
29 
33 

34i 
37 

40 

4+2 



nutes . 


+ 3-5°. 




0° . 




-1° . 




-2-5°. 




+ 2° . 




+4° . 




• + ,, • 




+ 3-5°. 




. +1° . 




0° . 



+0-007° C. (0-0126° F.) 

0° 
— 0-002° 0.(0-0036° F.) 
—0-005° C. (0-009° F-) 
+0-004° C. (0-0072° F.) 
+ o-oog°C. (0-0144° F.) 

+ )j » 

+0-007° C. (0-0126° F.) 



Stopped work. 



+ o-oo2°C. (0-0036° F.) 

2nd district) 0-008° C. 



Highest rise, in favour of ist 
(0-0144° F.). 

Highest rise, in favour of 3rd district, o-oo6° C. (o*oio8°F.). 

In this experiment, the deflections of the galvanometer show a 
struggle for supremacy of rise of temperature in the two spaces, 
each one alternately rising above the other, the maximum, how- 
ever, of all the separate rises of temperature being in favour of the 
1st — 2nd district. The mental activity was greater than usual 
during this experiment, and an examination of the temperature 
of the 3rd district, before and during the experiment, showed 
that the temperature of this district rose as much as 0-038° C. 
(0-0684° F.) ; of course the rise in the ist — 2nd district must 
have been greater still. 

3rd Experiment. 

Comparison of 1st — 2nd district, 4th tier, with 3rd district, 
2nd tier ; both spaces on left side. 

+ signifies in favour of ist — 2nd district, 4th tier. 
— signifies in favour of 3rd district, 2nd tier. 

At the end of — 

Commenced reading aloud . 



n 


imutes 


0" 


cy' 


2 


) 


. -2° 


. — 0-004° C. (0-0072° F.) 


5 


■ij 


. +3° 


. +0-006° C. (0-0108° F.) 


g 


5) 


. +5° 


. +o'oio°C. (o-oig°F.) 


9 


p 


. +4° 


. +0-008° C. (0-0144° F.) 
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Rise of temperature. 



Time from 
commence- 


Deflections of Thermometric 


ment 


of work. 


galvanometer. values. 


At the end of- 


__ 




1 2 minutes . 


+ 3-5° ■ 


+0-007° C. (0-0126° F.) 


IS 


V) 


+ 2° . 


+0-004° C. (0-0072° F.) 


17 


)) 


+2° . 


+0-004° C. (0-0072° F.) 


18 


» 


+ i-S°- 


+0-003° C. (0-0054° F.) 


19J 


J» 


0° . 


0° 


24. 


)) 


+4? • 


+ 0-008° C. (0-0144° F.) 


30 


» 


+ 6° . 


+0-012° C. (0-0216° F.) 


33 


)} 


+ 7-5° 


+0-015° C. (0-027° F.) 


35 


t» 


+ 8-5° 


+0-017° C.(o-o3o6°F.) 


40 


» 


+ 7° 


+0-014° C. (0-0252° F.) 


45 


» 


+ 5° 


+0-010° C.(o-ot8°F.) 


47 

Tl 


? _ 1 A. „ 


. +3° 


+0-006° C. (0-0108 F.) 
_r --i 1 j:_*. 



Mental condition. 



Interest flagging. 
Stopped reading. 



Reading resumed with 
more interest. 



Stopped reading. 



Highest rise, in favour of ist — and district, 4th tier, o-oi7°C. 
(0-0306° F.). 

Both spaces were proved to have had their temperatures raised 
in the above experiment, the ist — 2nd district, 4th tier, being 
much more active, however, in this respect than the other space, 
as the above results show. 



Comparison of middle and posterior regions. 

1st Experiment. 

Comparison of 1st — 2nd district, 4th tier, middle region, with 
2nd district, 4th tier, posterior region ; both spaces on left side. 
+ signifies in favour of middle region. 



At the end of- 
o minutes 



3 

7 

9 

13 

17 



o" . o" 

+ 2° . +0-004° C. (0-0072° F.) 
+2-5° . +o'oo5° C. (0-009° F.) 
+4° . +o-oo8°C (0-0144° F.) 
+ 8° . +0-016° C. (0-0288° F.) 
+ 9-5°. +0-019° C. (0-0342° F.) 
+ 8-5°. +0-017° C. (0-0306° F.) 
+ 9° . +0-018° C. (0-0324° F.) 



Commenced mathematical 
calculations. 



1^8 
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Time from 

commence- Deflections of 

ment of work, galvanometer. 



Rise of temperature. 



Thermometric 
values. 



Mental condition. 



At the end of- 
19 minutes . 

as " 
Z9 „ 

33 » 
35 I, 



+ 10° . +o-o2°C. (0-036° F.) 
+ 13° • +0-026° C. (0-0468° F.) 
+ 15° . +0-03° C. (0-054° F.) 
+ 17-5° +0-035° C. (0-063° F.) 
+ 14° . +o-oz8°C. (0-0504° F.) 



Stopped work. 



38 „ . +10° . +o-oz°C. (0-036° F.) 

43 „ . +6° . +0-012° C.(o-o2 16° F.) 

49 „ . +2° . +0-004° C. (0-0072° F.) 

Highest rise, in favour of middle region, 0-035 C. (o'o63°F.). 

In this experiment both spaces rose in temperature in a degree 
decidedly above the average ; the rise was much greater, however, 
in the middle region than in -the posterior region, as indicated by 
the above figures. 

2nd Experiment. 

Comparison of ist — and district, 4th tier, middle region, with 
5th district, 3rd tier, posterior region ; both spaces on left side. 
+ signifies in favour of middle region. 

Commenced readingaloud. 



At the end of- 


- 




minutes 


. 0° 


0° 


3 


9» 


. +3° 


+0-006° C. (0-0108° F.) 


5 


» 


+4° 


+0-008° C. (0-0144° F.) 


yi 


3> 


+ 5° 


+0-01° C. (0-018° F.) 


IZ 


99 


+ 6° 


+0-012° C.(o-o2i6°F.) 


15 


99 


+ M . 


+ » » 


21 


»» 


+ 7° . 


+0-014° C. (0-0252° F.) 


26i 


9> 


+ 7-5° 


+0-015° C. (0-027° F.) 


29 


)J 


+ 8° . 


+0-016° C. (0-0288° F.) 


^9h 


>» 


+ 10° 


+o-oz°C. (0-036° F.) 


35 


99 


+ 9° . 


+0-018° C. (0-0324° F.) 


37 


»> 


+ 9-5°. 


+0-019° C. (0-0342° F.) 


+5 


» 


+ 6<^ . 


+0-012° C. (0-0216° F.) 


47 

TT' 


11 

l_ _ - _ • 


+4.° . 


+o-oo8°C. (0-0144° F.) 

-r -JJl- ■ _ 



Stopped reading. 



Highest rise, in favour of middle region, o'02°C. (o"036°F.). 

In this experiment both spaces had their temperatures raised, 
the middle region showing the greater rise. 
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CHAPTER IV. 

REVERSALS OF THE USUAL ORDER OF SUPERIORITY OF RISE OF 
TEMPERATURE IN DIFFERENT SPACES IN INTELLECTUAL 

WORK. EFFECT OF VERBAL EXPRESSION IN INTELLECTUAL 

WORK ON THE COMPARATIVE RISE OF TEMPERATURE IN THE 
SURFACE OVER BROCA'S CONVOLUTION. — PRECAUTIONS RE- 
SPECTING THE ABSOLUTE TEMPERATURES OF THE PARTS 
EXAMINED. 

It has been stated (p. 152) that two spaces compared at 
different times may show a reversal of the order of supremacy of 
rise of temperature, the space which, in one instance, exhibited 
the greater rise, in the other instance, showing the lesser rise. 
Such examples are most frequent among the spaces which have 
been cited as showing the greatest elevations of temperature. An 
example of superiority of rise of temperature alternating between 
two spaces, in one and the same observation, is given in the 
comparison of ist — 2nd district, 4th tier, and 3rd district, 4th 
tier, middle region (p. 155). The following experiments belong 
to the same class as this latter. 

1st Experiment. 

Comparison of ist — 2nd district, 4th tier, middle region, with 
5th district, 3rd tier, anterior region ; both spaces on left side. 

-\- signifies in favour of middle region. 
— signifies in favour of anterior region. 

Rise of temperature. 



Time from 

commence- 

mentofwork. 


Deflections of Thermometric 
galvanometer, values. 


Mental condition. 


At the end ol 







minutes 


. 0° . 0° 


Commenced mathematical 


II ,, 


. — 3° . -o-oo6°C. (o-oio8°F.) 


calculations. 


I7a » 
20 „ 


. -2° . - 0-004° C. (0-0072° F.) 
. 0° . 0° 




40 „ 


. +3° . +0-006° C. (0-0108° F.) 





i6o 



Time from 

commence. Deflections of 

mentofwork. galvanometer. 

At the end of— 



Temperature of the Head. 

Rise of temperature. 



Thermometric 
values. 



Mental condition. 



50 minutes . +5'^ . +o-oi°C. (o-oi8°F.) 

SS „ ■ +5-5° • +o-oii°C. (0-0198° F.) 

60 „ . +2-5'^. +0-005° C. (0-009° F.) 

70 „ . +7° . +0-014.° C.(o-oaj2°F.) 

75 „ . +4° . +o-oog°C. (0-0144° F.) 

76^ „ .+1° . +o-oo2° 0.(0-036° F.) 

78^ „ . -1° . - 0-002° C. (0-036° F.) 

79^ „ . -2° . -0-004° C. (0-0072° F.) 

Highest rise, in favour of middle region, 0-014° C. (o-oa5a°F.). 
„ „ anterior „ 0-006° C. (0-0108° F.). 

Here the rise of temperature is alternately greater in each 
space, the highest total rise being, however, still — in accordance 
with the rule — in favour of the middle region. 

2nd Experiment. 

Comparison of ist — 2nd district, 4th tier, middle region, with 
5th district,. 3rd tier, anterior region ;. both spaces on left side. 

+ signifies in favour of middle region. 
— signifies in favour of anterior region. 



At the end of — 


minutes . 


sh 


•>■> 


12 


3> 


16 


)) 


'7i 


» 


22 


J) 


^5 


)) 


30I 


J) 


35 


JJ 


40 


») 


4^4 


» 


48 


») 


484 


»J 



49i 



-1° 

-4° 
-1° 

-3° 
-5° 
-3° 
-5-5° 

-6-5° 
-6° 

-5° 

-4° 



Commenced mathematical 
calculations. 



-o-oo2°C. (0-0036° F.) 
-0-008° C. (■0-0144° F.) 
-0-002'° C. (0-00 36° F.) 
-0-006° C. (0-0108° F.) 
-o-oi°C. (0-018° F.) 
-o-o»6°C. (0-0108° F.) 
-o-oii°C. (ooi98°F.) 

— II )i 

-0-013° C.(o-o234°F.) 
-0-012° C.(o-o2i6°F.) 
-0-01° C. (0-018° F.) 



Stopped work. 



- 0-008° C. (0-0144° F.) 
At this point both the work and the observation of the tem- 
perature ceased for about half an hour. At the end of this time 
a new zero was taken, and the observations again commenced. 
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Rise of temperature. 



Time from 
commence- 


A . 

Deflections of Thermometric 




nentofwork. 


galvanometer. values. 


Mental condition. 


\t the end of 


_— 






minutes 


. 0° 


0° 


Commenced matfiematical 


I 


)) 


. +>° . 


+o-oo2°C. (0-0036° F.) 


calculations. 


3 


J) 


. +2° . 


+0-004° C. (0-0072° F.) 




"4 


)) 


. +3° • 


+o-oo6°C. (o-oio8°F.) 




'5 


)) 


• + ,, • 


"T jj » 




22^ 


» 


• +5° 


+o-oi°C. (0-018° F.) 




26^ 


» 


• +„ • 


~r » J) 




31 


» 


. +6° 


+0-012° C. (0-0216° F.) 




39 


)) 


■ +7° . 


+0-014° C. (0-0252° F.) 




42 


)) 


. +6-5° 


+0-01 3° C. (0-0234° F.) 


Stopped work. 


44 


» 


. +4? 


. -1-0-008° C. (0-0144° F.) 




45 


» 


. +2° 


+ 0-004° C. (0-0072° F.) 




46 


J? 


. +1° 


+0-002° C. (0-0036° F.) 





In the first part of the above experiment the rise of tempera- 
ture was greater in the anterior region than in the middle region. 
After half an hour's interval of rest the same kind of v/ork as 
that employed in the first part of the experiment produced a 
greater rise in the middle region than in the anterior region. The 
superiority of rise of one space over the other was nearly the same 
in the two cases ; the rise in favour of the anterior region being 
o"Oi3° C. (0-0234° F.), while that in favour of the middle region 
was 0"OI4° C. (0-0252° F.). The work was about equally difficult 
in the two cases, and the mind appeared to have about the same 
degree of activity in both instances. 



3rd Experiment. 

Comparison of 5th district, 3rd tier, anterior region, and 4th 
district, 4th tier, same region ; both spaces on left side. 
+ signifies in favour of 4th district, 4th tier. 



At the end of- 


- 


minutes 


0° 


* ). 


+ 4° 


6 » 


+ 7° 


10 „ 


+ 18° 


"4 » 


+ 20° 



13 



+ 0-008° C. (0-0144° F.) 
+0-014° C. (0-0252° F.) 
+ 0-036° C. (0-0648° F.) 
+0-04° C. (0-072° F.) 



+ 16° . +0-032° C. (0-0576° F.) 



Commenced mathematical 
calculations. 



Stopped work. 
13 
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Rise of temperature. 



Time from 
commence- 


Deflections of Thermometric 


ment of work. 


galvanometer. values. 


At the end of 





14 minutes 


. +14° . +0-028° C. (0-0504° F.) 


144 „ 


. +13° . +0-026° C. (0-0468° F.) 


18 „ 


. +13° . +0-026° C. (0-0468° F.) 


21 „ 


. +12° . +0-024° C. (0-0432° F.) 


27 » 


. +24° . +0-048° C. (0-0864° F.) 


304 „ 


. +31° . +0-062° C.(o-iii6°F.) 



Mental condition. 



Stopped work. 
34 „ . +24° . +0-048° 0.(0-0864° F.) 

Highest rise, in favour of 4th district, 4th tier, 0-062° C. 
(o-iii6°F.). 

The unusually great difference in rise of temperature between 
the two spaces in this case points to local vascular disturbance in 
the 4th district, 4th tier. It was found that the 5th district, 3rd. 
tier, had risen as well as the other space, although the exact 
degree of rise was not known. The extreme rise in the 4th 
district, 4th tier, seems to be explainable only in the way 
mentioned. 

In forty-eight comparisons of the ist — and district, 4th tier, 
middle region, and the 5th district, 3rd tier, anterior region, in . 
which the experimental conditions were as nearly as possible the 
same, thirty-three results were in favour of the space of the 
middle region, twelve results were in favour of the space of the 
anterior region, and in the remaining three cases the rise was 
equal in the two spaces. 

But the spaces in which the highest rises of temperature are 
usually found may sometimes be surpassed in thermal activity by 
spaces not belonging to their set. It is not unfrequently the case 
that the 5th district, ist— 2nd tier, anterior region, shows a 
higher rise of temperature than the ist — and district, 4th tier, 
middle region. The space specified of the anterior region is over 
the posterior portion of the 3rd frontal convolution. 

An attempt has been made to see if, in Tthe comparison of the 
above-named two spaces, the use of articulate language in the 
work performed has any effect on the position of the higher rise 
of temperature. 
■ When the possibility of the existence of a connection between 
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the superiority of rise of temperature in the space in question of 
the anterior region, and the marked use of articulate language, 
first suggested itself,- two classes of experiments were being made, 
at the same time, on the two spaces under consideration, on two 
persons. With one individual, the work consisted in the very 
careful reading aloud of matter which required considerable 
thought. The reader both understood, and was much interested 
in "the matter read, and also made a strong effort to read effec- 
tively. With the other individual, the work was the same except 
that there was no verbal expression. 

In comparing the results obtained on these two persons, it was 
noticed that the higher rise of temperature was more frequently 
found in the space of the anterior region, in the case of the in- 
dividual reading aloud, than in the case of the other person. On 
reversing the conditions of the experiment — each individual 
having now the work of the other — there appeared, at first, to be 
reason to believe that the position of higher rise of temperature in 
the two persons had been correspondingly affected. 

The following are examples of the experiments made specially 
to see if reading aloud had any particular effect upon the position 
of higher rise of temperature in the comparison of the spaces in 
question : — 

ist Experiment. 

-1- signifies in favour of middle region. 
— signifies in favour of anterior region. 

Rise of temperature. 



Time from 
commence. 


Deflections of Thermometric 




ment 


of work. 


galvanometer. values. 


Mental condition. 


At the end of 









minutes 


. 0° , 


0° 


Commenced reading aloud 


4i 




. -1° . 


— o-oo2° 0.(0-0036° F.) 


vyith care ; also inte- 


i9i 




. -2° 


-0-004° C. (0-0072° F.) 


rested in matter read. 


20 




. -1-5°. 


—0-003° C. (0-0054° F.) 


Stopped reading. 


Z2 




. -1° 


-o-oo2°C. (0-0036° F.) 




24 




• )) 


» )) 




25 




. 0° 


0° 


Commenced reading to 


30 




. +2° 


+0-004° C. (0-0072° F.) 


one's self. 


3S 




. +3° 


+o-oo6°C. (0-0108° F.) 
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Rise of temperature. 



Time from 




A 




commence- 


Deflections of Thermometric 




ment 


of work. 


galvanometer. values. 


Mental condition 


At the end of- 









4'^ 


minutes 


. +4° 


. +o-oo8°C. (0-0144° F.) 




s4 


»> 


• +5° 


. +o-oi°C. (o-oi8°F.) 




634 


» 


. +4° 


. +o-oo8°C. (0-0144° F.) 




674 


» 


• +„ 


■ 1 » J) 




684 


J) 


■ +„ 


"T )j J) 


Stopped reading. 


70 


5J 


. +3° 


. +o-oo6° C. (o-oio8° F.) 




71 


»> 


. +»■= 


. +0-004° C.(o-oo7z°F.) 




73 


J> 


. +1° 


. +o-ooz°C. (0-0056° F.) 




74 


}> 


. 0° 


. 0° 





In this experiment the greater rise of temperature was in the 
anterior region during the reading aloud, and in the middle region 
during the reading to one's self. 



and Experiment. 

+ signifies in favour of middle region. 
— signifies in favour of anterior region. 



At th 


e end of- 


— 




minutes 


. 0° 


0° 


44 


i» 


. -8° 


. — 0-016° C. (0-0288° F.) 


174 


» 


. -6° 


. -o-oi2°C. (0-0216° F.) 


28 


)» 


. -1° 


. -0-002° C. (0-0036° F.) 


374 


)) 


. +4° 


. +0-008° C. (0-0144° F.) 


404 


jj 


. +9° 


. +0-018° C. (0-0324° F.) 


574 


» 


. +10° 


. +o-02°C. (0-036° F.) 


6S 


jj 


• + J, 


• 1 JJ ji 


704 


J) 


+ 9° 


+0-01 8° C. (0-0324° F.) 


734 


i> 


+ 8° 


+0-0I 6° C. (0-0288° F.) 


764 


)j 


+ J, 


+ J, 


9°4 


» 


+ .° 


+0-002° C. (0-0036° F.) 


944 


)i 


-4° 


- 0-008° C. (0-0144° F.) 


995 


» 


+ ^° 


+ 0-004° C. (0-0072° F.) 


lOlJ 


»j 


+4° • 


+o-oo8°C. (0-0144° F.) 


106 


JJ 


+s-s°- 


+o-oii°C. (0-0198° F.) 


iioi 


JJ 


+ 7'5°- 


+ 0-015° C. (0-027° F.) 



Commenced mathematica 
calculations ; not inte- 
rested. 

Interest becoming aroused. 



Stopped work. 



Commenced reading aloud 
very carefully. 

Stopped reading. 



In this experiment the movement of the galvanometer needle 
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in favour of the anterior region, at the commencement of the 
workj did not (as was proved by direct test) denote a rise of 
temperature in this region, but V7as in reality the result of a fall 
of temperature in the middle region ; the interest felt in the 
mathematical work at this time being not only insufficient to 
raise the temperature, but the degree of mental activity being 
actually less than that existing before the experiment. Later on, 
the interest being aroused, a rise of 0'oa° C. (o'036° F.) above the 
zero point, in favour of the middle region, was obtained. After 
this, reading aloud brought about, in eighteen minutes, a positive 
rise of o-oo8° C. (o'Oi44°F.) in favour of the anterior region. 
Seeing, however, that on the cessation of the reading the deflec- 
tion of the galvanometer passed over to the middle-region side of 
zero, very nearly attaining its former degree ( + 8°galv.) when 
the reading was commenced, it would seem that the reading aloud 
really caused a rise in the anterior region of 12° gal v. = 0*024° C. 
(0-0432° F.) (from +8° to — 4° galv.) over that of the middle 
region. The rise in this last region — if, indeed, any appreciable 
rise at all occurred — was very slight. 



3rd Experiment. 

-|- signifies in favour of middle region. 
— signifies in favour of anterior region. 

Rise of temperature. 



Time from 
commence- 


Deflections of Thermometric 




ment 


ofwork. 


galvanom 


eter. values. 


Mental condition. 


At the end of 









minutes 


. 0° . 


0° 


Commenced reading aloud : 


S 




. -3° . 


-o-oo6°C. (o-oio8°F.) 


reading carefully, but 


8 




. -6° . 


-o-oi2°C. (0-O2l6°F.) 


■not interested in matter 
read. 


II 




. +4° . 


-|-o-oo8°C. (0-0144° F.) 


Interested iti matter read. 


19 




. +„ • 


"T n » 




»s4 




• +7° ■ 


+0 014° C. (0-0252° F.) 




32 




. +10° . 


+0-02° C. (0-036° F.) 




39 




• +3° ■ 


-Ho-oo6°C. (o-oio8°F.) 


Interest flagging. 
Stopped reading. 


445 




. -4° . 


- 0-008° C. (0-0144° F.) 




46 




. -8° . 


-o-oi6°C. (0-0288° F.) 




47 




. -7° ■ 


-0-014° C. (0-0252° F.) 





In this experiment the deflection in favour of the anterior 
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region, at the commencement of the reading, was due to a fall of 
temperature in the middle region. When the interest was aroused 
a rise in favour of the middle region manifested itself. There 
was also a much smaller rise in the anterior region. After the 
reading ceased, the temperature of the middle region fell below 
the original starting-point. 



4th Experiment. 

+ signifies in favour of middle region. 
— signifies in favour of anterior region. 

Rise of temperature. 



Titne from 




A 




commence- 


Deflections of Thermometric 




ment 


ofwork. 


galvanometer. values. 


Mental condition. 


At the end of- 


^ 






minutes 


0° 


0° 


Commenced reading aloud 


S 


it 


■ +3° 


+0-006° C.(o-oio8°F.) 


very carefully ; decidedly 


.7 


J) 


• +5° 


+ o-oi°C. (o-oi8°F.) 


interested in the matter 


9i 


« 


+ 6° . 


+o-oi2°C. (o-o2i6°F.) 


read. 


15 


9» 


. +7° 


+ 0-014.° C. (0-0252° F.) 




19 


W 


+ 6-5° 


+0-01 3° C. (0-0234° F.) 




25 


i> 


+ 7° 


+0-014.° C. (0-0252° F.) 


Stopped reading. 


30 


>J 


+ 5.-5°- 


+0-01 i°C. (0-0198° F.) 




35 


J> 


. +2-5° 


+0-005° C. (0-009° F.) 




37 


iJ 


. +1° . 


+o-oo2° C. (0-0036° F.) 


Commenced mathematical 


44 


J> 


. +4° 


+0-008° C. (0-014.4° F.) 


calculations. 


48 


99 


+ 6° 


+0-012° C.(o-oai6°F.) 




55 


9> 


+ 7-5° 


+ 0-015° C. (0-027° F.) 




60 


» 


+ „ 


1 jj » 


Stopped work. 


65 


J) 


+ 5° . 


+0-01° C. (o-oi8°F.) 




69 


)) 


+ 3° . 


+0-006° C. (0-0108° F.) 




73 


W 


+ 1-5°. 


+0-003° C. (0-0054° F.) 


Commenced again to read 


77 


>9 


+4-5°. 


+0-009° C. (0-0162° F.) 


aloud. Reading care- 


82 


JJ 


+ 5-5° • 


+0-011° C.(o-oi98°F.) 


fully, and much inte- 


gs 


J> • 


+ 6-5°. 


+0-013° C. (0-0234° F.) 


rested. 


90 


» 


+ 8° . 


+0-016° C. (0-0288° F.) 


Stopped reading. 


95 


a 


+ 5° . 


+0-01° C. (0-018° F.) 




102 


» 


+ 3° • 


+0-006° C. (0-0108° F.) 





In the above experiment, as in the one immediately preceding 
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it, reading aloud caused a higher rise of temperature in the middle 
region than in the anterior region. These last two results are, 
therefore, in opposition to the first two. 

It must be borne in mind, with reference to these experiments, 
that in all cases a certain amount of intellectual exertion is 
necessary — mere mechanical articulation being without effect, as 
already stated.* This, of course, complicates the problem, as we 
cannot try the comparative effect on different spaces of simple 
mechanical reading and speaking, — and the moment intellectual 
effort is invoked, certain spaces have an advantage over others — 
so far as averages are concerned — whatever the nature of the work 
may be. 

The alternation, in one and the same experiment, of reading 
aloud and of reading to one's self, as practised in ist experiment 
— keeping the interest, at the same time, at an even pitch — 
although difficult of execution, seems, nevertheless, upon the 
whole, to be the most satisfactory method of investigation. 

In eighteen cases in which this method has been carried out 
successfully, thirteen of the results have indicated the greater rise 
of temperature, both in reading aloud and in reading to one's self, 
to be in favour of the space of the middle region : in the remain- 
ing five cases, the space of the middle region has shown the 
higher rise during silent reading, and the space of the anterior 
region the higher rise during reading aloud. 

In judging these results it must, however, be borne in mind, 
that — as we have seen f — a space (5th district, 3rd tier, anterior 
region) having ordinarily greater thermal activity than the one 
we are examining, nevertheless furnishes a lower average than 
the latter has just shown, when compared, like it, with the ist — 
and district, 4th tier, middle region. The average for the 5th 
district, ist — 2nd tier, anterior region, given in the above series 
of experiments, is greater than that ordinarily obtained in com- 
parison with the space in question of the middle region ; still, 
this average is hardly enough to justify a conclusion that the 
temperature of the surface over Broca's convolution is specially 
affected by reading aloud. 

Before leaving this part of our subject it will be well to call 
attention to a point which concerns all experiments on the com- 
parative rise of temperature in the head. It. is — that the absolute 
* P. 123- t P- 162- 
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temperatures of the parts experimented on^ at the commencement of the 
observation, be duly regarded. It frequently happens that one 
region or part is considerably nearer its maximum temperature 
than the others, at the start. This is especially liable to be the 
case with the anterior region. Now the nearer the temperature 
is to the upper limit of thermal range, beyond which no rise can 
normally take place, the less likelihood, is there of the occurrence 
of an increase of heat in a noticeable degree. Having, therefore, 
for example, one pile in the anterior region, and the other pile in 
the posterior region, if the former locality be much the nearer of 
the two to its maximum temperature, the rise of temperature per 
unit of time in the posterior region may surpass that in the 
anterior region, and the deflections of the galvanometer thus lead 
to wrong conclusions as to the relative amounts of work per- 
formed by the two parts. It was, in part, a disregard of this 
point which led the author in his earlier experiments to consider 
that the rise of temperature was greater in the posterior region 
than in the anterior region during mental work. 



CHAPTER V. 



COMPARATIVE EFFECT OF INTELLECTUAL WORK ON THE TEM- 
PERATURE OF SYMMETRICALLY SITUATED SPACES OF THE 
TWO SIDES OF THE HEAD. 

We pass now to the comparative efFect of intellectual work on 
the temperature of the two sides of the head. 

The spaces selected in each region for examination are those 
already chosen in the preceding observations,* with the exceptions 
that, in the middle region, the 4th district, 6th tier, is substituted 
for the 4th district, 7th tier (the latter space being, on one of its 
borders, on the median line), and the 3rd district, 4th tier, is 
omitted. 

The comparisons given below were made with two piles with 
opposed currents, placed one on each side of the head. The 

* P. 146. 
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work performed was usually one of the four kinds already 
specified.* 



Anterior Region. 

1st Series of Experiments. 

Comparison of 3rd district, 3rd tier, on the two sides. 

8 observations. 

Times of occurrence of supe- 
riority of rise of temperature on Mean difference of rise of 

a side, and of equality of rise of temperature observed at the 

temperature on the two sides. end of i hour's worlc. 

In favour of — In favour of — 

Leftside . 7 . Leftside . 0-0115° C. (0*0207° F.) 
Right,, . I . Right,, . 0-002° C. (0-0036° F.) 

Znd Series of Experiments. 
Comparison of 2nd district, 2nd tier, on the two sides. 

8 observations. 
In favour of — In favour of — 

Leftside . 6 , Leftside. 0-0045° C. (0-008 i°F.) 
Right,, . 2 . Right,, . o-ooi8°C. (0-00324° F.) 

"^rd Series of Experiments. 
Comparison of 3rd — 4th district, 5th tier, on the two sides. 
8 observations. 
In favour of — In favour of — 

Leftside . 6 . Leftside . 0-00525° C. (0-00945° F.) 
Right,, . I . Right,, . 0-004° C. (0-0072° F.) 
Equality . I 

i^th Series of Experiments. 

Comparison of 5th district, 3rd tier, on the two sides. 

8 observations. 

In favour of — In favour of — 

Leftside . 5 . Leftside . 0-003° C. (0-0054° F.) 

Right,, . I . Right,, . 0-004° C. (0-0072° F.) 

Equality . 2 

* Pp. 125—127. 

14 
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^th Series of Experiments . 

Comparison of 5th district, ist — and tier, on the two sides. 

8 observations. 

Times of occurrence of supe. 

riority of rise of temperature on Mean difference of rise of 

a side, and of equality of rise of temperature observed at the 

temperature on the two sides. end of i hour's work. 



In favour of — 






In favour of — 


Left side 


5 ■ 


Left side , 


. 0-00525° C. (0-00945° F.) 


Right „ 


2 


• Right,, . 


. 0-004° C. (OQ072°F.) 


Equality 


I 







Middle Region. 

1st Series of Experiments, 

Comparison of 1st — 2nd district, 4th tier, on the two sides. 

8 observations. 

In favour of — In favour of — 

Leftside . 6 . Leftside . 0-0028° C. (0-00504° F.) 

Right,, . I . Right,, . 0-0015° C. (0-0027° F.) 

Equality . i 

2nd Series of Experiments, 

Comparison of yi. district, 5th tier, on the two sides. 

8 observations. 

In favour of — In favour of— 

Leftside . 6 . Leftside . 001125° C. (002025° F.) 

Right „ . I . Right „ . 0-003^^ C. (0-0054° F.) 

Equality . I 

"^rd Series of Experiments, 

Comparison of 3rd district, 2nd tier, on the two sides. 

8 observations. 

In favour of — In favour of — 

Left side , 5 . Left side . 0-003° C- (0-0054° F-) 

Right,, . 2 . Right,, . 0-003° C. (0-0054° F.) 

Equality . i 
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^th Series of Experiments. 

Comparison of 4th district, 6th tier, on the two sides. 

8 observations. 

Times of occurrence of supe- 
riority of rise of temperature on Mean difference of rise of 

a side, and of equality of rise of temperature observed at tlie 

temperature on the two sides. end of i hour's work. 



In favour of — 






In favour of — 


Left side 


4 • 


Left side 


. 0-0028° C. (0-00504°?.) 


Right „ 


2 


, Right „ 


. 0-0015° C. (0-0027° F.) 


Equality 


2 







Posterior Region. 

1st Series of Experiments. 

Comparison of 2nd district, 4th tier, on the two sides. 

8 observations. 



In favour of — 






In favour of — 


Left side 


4 • 


Left side , 


, 0-00275° C. (0-00495° F.) 


Right „ . 


2 


. Right „ 


. 0-0015° C. (0-0027° F.) 


Equality 


2 







Q.nd Series of Experiments. 

Comparison of 4th district, 2nd tier, on the two sides. 

8 observations. 

In favour of — In favour of — 

Left side . 5 . Left side . 0002° C. (0-0036° F.) 

Right,, . I . Right,, . 0-0015° C. (0-0027° F.) 

Equality . 2 

yd Series of Experiments. 

Comparispn of 2nd district, 6th tier, on the two sides. 

8 observations. 



In favour of — 






In favour of — 


Left side 


5 


Left side , 


. 0-0025° C. (0-0045° F.) 


Right „ 


2 


. Right „ 


. 0-0015° C. (0-0027° F.) 


Equality 


I 
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^th Series of Experiments. 

■ Comparison of 5th district, 3rd tier, on the two sides. 

8 observations. 

Times of occurrence of supe- 
riority of rise of temperature on Mean difference of rise of 
a side, and of equality of rise of temperature observed at the 
temperature on the two sides. end of i hour's work. 



In favour of — 






in favour of — 


Left side 


5 ■ 


Left side , 


. o-oo2°C. (0-0036° F.) 


Right „ 


2 


■ Right,, 


. o-oo3°C. (0-0036° F.) 


Equality 


I 







The preceding experiments indicate that, in the greaternumber 
of cases, in all three regions, the greater rise of temperature, in 
intellectual work, takes place on the left side. In a certain 
number of cases, however, in each space of each region, the rise 
is in favour of the ' right side, — and in other instances, in certain 
spaces, the rise is equal on the two sides. The anterior region 
shows both the greatest majority of cases in favour of the left side, 
and also the greatest degree of difference of rise. Next comes 
the middle region, and last, the posterior region. 

The average percentages of times of occurrence of superiority 
of rise of temperature on a side, and of equality of rise, and the 
average degree of difference of rise, for all the series of experi- 
ments in each region, are as follows : 



Anterior Region. 

Left side. Right side. Equality. 

Percentages of times of 

occurrence of superiority 

of rise of temperature on 

a side, and of equality of 

rise of temperature on the 

two sides . . . 72-500 . ly'foo . lo-ooo 

Average degree of differ-"! 0*0059° C. • 0-00316° C. 
enceof rise of temperaturej (o'0io6°F.) (o-oo568°F.) 
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Middle Region. 

Left side. Right side. Equality. 

Percentages of times of 
occurrence of superiority 
of rise of temperature on 
a side, and of equality of 
rise of temperature on the 
two sides . . . 65-625 . 1875 . I5"625 

Average degree of difFer-1 o'oo496°C. . 0-00225° C. 
ence of rise of temperature J (o'oo892° C.) (0*0045° ^0 

Posterior Region. 

Left side. Right side. Equality. 

Percentages of times of 
occurrence of superiority 
of rise of temperature on 
a side, and of equality of 
rise of temperature on the 
two sides . . . 59"37S • 21-875 • 1875 

Average degree of differ-") 0-00231° C. o'ooi62°C. 
ence of rise of temperature J (0-00415° F.) (0-00291° F.) 

Of the total 104 observations, 69, or 66-346 per cent., are in 
favour of the left side ; 20, or 19-231 per cent., are in favour of 
the right side; and 15, or 14-423 per cent., are in favour of 
equality of the two sides. 

When the mental work has been extreme, or very prolonged, 
and especially if it has been of an exciting character, a class of 
phenomena sometimes appear which seem to be more or less 
complicated with vascular disturbance. These phenomena consist 
principally in irregular shiftings of the balance of superiority of 
temperature from one side to the other. Under ordinary circum- 
stances, the position of the balance of superiority of temperature 
remains about the same during mental exertion, the degree of 
difference of temperature being alone affected, — that is, if, of two 
points on different sides, the one " a " have a temperature 02° C. 
higher than the other " b," we will find, after increased mental 
exertion, " a " still the higher in temperature, but with an 
increased or diminished difference of degree, according as " a " or 



1 74 Temperature of the Head. 

'■ b " has risen in the greater ratio. If the initial difference of 
temperature be very small, it may be surpassed by the greater 
ratio of rise of the cooler point, and the position of superiority of 
temperature thus shifted over to the opposite side. For example, 
suppose "a" to be warmer than "b" by only o*oo8° C. 
(0-0144° F.), and "b" to rise 0-034° C. (o-o6i2°F.), while "a" 
rises but o-oi° C. (o-oi8°F.) ; — "b" will now surpass "a" in 
temperature by o-oi6° C. (0-0288° F.) ; the side which was the 
cooler at the commencement of the experiment is now, therefore, 
the warmer. Of course everything depends upon the initial 
difference of temperature, and commonly this is too great for the 
feeble rise of temperature occurring during mental work to 
surpass, — but, in the particular cases to which we have alluded, 
the rise of temperature is much greater, and we see the ordinary 
order of distribution of temperature first confused, and then 
frequently almost reversed. These changes are most common in 
the anterior region, and generally result in an increase in the 
extent of the tract oi left superiority of temperature, as well as in 
an increase in the degree of difference of temperature between 
the two sides, the balance being in favour of the left side. The 
middle and posterior regions may be likewise affected, and in the 
same manner and direction, but the change is, with them, less 
common, and less marked when it does occur. In the anterior 
region it is usually the 4th and 5th districts of the 1st, 2nd and 
3rd tiers, that have their balances of superiority of temperature 
shifted over from the right side to the left. In the middle and 
posterior regions there appears to be no definite order in the 
alterations of the distribution of superiority of temperature.. 
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CHAPTER VI. 

general effect of emotional activity on the tempe- 
rature of the head. — experiments illustrative of 
the effect of emotional activity. — average rises of 
temperature for the different regions, in emotional 
activity. 

Emotional Activity. 

We have now to consider the last, and, in many respects, the 
most difficult part of our subject, — namely, the effect of emotional 
states of the mind on the temperature of the diiFerent portions of 
the surface of the head. 

Of these emotional conditions only one class has been found 
available for strict experimental examination. It is that condi- 
tion of the mind which is brought about by the reading or recita- 
tion aloud, or to one's self, of poetical or prose productions of an 
emotional character. Many individuals, especially those belong- 
ing to the dramatic profession or having a strong taste in that 
direction, can excite this condition almost at will. Moreover, 
the mere listening to the effective reading of literature of the 
kind in question can cause a decided rise of temperature in the 
head in some persons. In one of the subjects of the present 
experiments, listening to the reading of poetry was the means 
usually employed with success to bring about a rise of tempe- 
rature. 

When real emotion is thus aroused, its influence on the tempe- 
rature of the head shows itself more quickly and is more marked 
than the influence of intellectual exertion. Mere mechanical 
reading or recitation, as before stated (p. 123) produces no effect. 

In the first class of experiments now to be given, each region 
was tested separately, as in the corresponding class of experiments 
on intellectual work, the absolute values of the changes of tempe- 
rature being thus obtained. _ So far as it could be done, the work 
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was equalised in the diiFerent observations, and the ensuing 
experiments are selected ones, which were as closely comparable 
as possible with reference to the circumstances under which they 
were performed. The spaces selected for examination were the 
same as those chosen for the study of intellectual work. 

Anterior Region. 

Mean of 15 observations on 3rd district, 3rd tier — 9 observa- 
tions on left side, 6 observations on right side. Mean temperature 
of air 13° C. (55'4° F.). Mean temperature of space examined, at 
commencement of observations, 33'5° C. (92*3° F.). Reading 
poetry aloud. 

Rise of temperature. 

* 

r > 

Thermometric 
values. 

o-oi6°C. (0-0288° F.). 

o-02o8°C. (0-0374° F.). 

0-025° C. (0-045° F.). 

0-034° C. (o-o6i2°F.). 

0-04° C. (0-072° F.). 

Middle Region. 

Mean of 15 observations on 3rd district, 5th tier — 10 observa- 
tions on left side, 5 observations on right side. Mean tempera- 
ture of air 13-2° C. (55-76° F.). Mean temperature of space 
examined, at commencement of observations, 33-2° C. (9i-76°F.). 
Reading poetry aloud. 



Time from the commence- 
ment of reading. 

At the end of 2^ minutes 


Deflections of 
galvanometer. 

. 8" 


n 


5 


n 


. 10-4° . 


jr 


10 


>■) 


. 12-5° . 


3» 


20 


■)■) 


■ 17° . 


« 


30 


n 


. 20° 



At the end of 2^ 


minutes 


• 7° • 


0-014° C. (0-0252° F.). 


55 


5 


55 


• 9-5° 


0-019° C. (0-0342° F.). 


55 


10 


55 


. 11-6° 


0-0232° C. (0-0417° F.). 


55 


20 


55 


. i6-5" 


. 0-033° C. (0-0594° F.). 


55 


30 


55 


. 19-6° 


0-0392° C. (0-0705° F.). 



Posterior Region. 

Mean of 15 observations on 2nd district, 4th tier — 9 observa- 
tions on left side, 6 observations on right side. Mean temperature 
of air 13-4° C. (56-12° F.). Mean temperature of space examined. 
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at commencement of observations, 33° C. (9i'4° F.). Reading 
poetry aloud. 

Rise of temperature. 

Time from the commence. Deflections of Thermometric 

ment of reading. galvanometer. values. 

At the end of 2^ minutes . 6° . o-oi2°C. (o-02i6°F.) 

„ 5 „ • 8-2° . 0-0164° C. (0-0295° F.) 

„ 10 „ . 10-7° . 0-0214° C. (0-0385° F.) 

„ 20 „ . 15-2° , 0-0304° C. (0-0547° F.) 

30 „ . 17-5° . 0-035° C. (0-063° F.) 

Rises of temperature in preceding experiments. 

„. , . Average rises per minute in 

Highest rises. " j^irty minutes. 

Anterior region . 0-04° C. . . 0-001332° C. 

(0-072° F.) (0-002397° F.) 

Middle „ . 0-0392° C. . . 0-001306° C. 

(0-0705° F.) (0-00235° F.) 

Posterior „ . 0-035° C. . . o-ooii66°C. 

(0-063° F.) (0-003098° F.) 

Average highest rise in all three Average rise per minute in thirty minutes 
regions taken together. in all three regions taken together. 

0-03806° C. (0-0685° ^0 ■ 0-001268° C. (0-002382° F.) 

The above experiments indicate : — 

ast. That emotional activity of the kind in question, like 
intellectual work, causes a rise of temperature in all three regions 
of the head ; and that this rise is both more rapid and of greater 
degree than that usually seen in intellectual work. 

2nd. That less difference exists in the rapidity and degree of 
rise of temperature in dilFerent regions in emotional activity than 
in intellectual work ; but that the order of the regions, with 
regard to the comparative degree of rise of temperature, is, — so 
far as the three spaces in question are concerned, — the same in 
both cases. 

As was found in the experiments on intellectual work, emo- 
tional activity may produce a rise of temperature in all parts of 
the head, but the relative degree of this rise in different spaces 
exhibits, as a rule, less difference than that usually seen in 
intellectual exertion. Still, under favorable circumstances, it can 

15 
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be shown that, during emotional activity of the kind specified, the 
position of the highest rises of temperature is the same as that 
held in intellectual work. Before, however, comparing in detail 
the different spaces with each other, examples of the ordinary 
rises of temperature, due to either reading aloud of poetry by the 
subject of the experiment, or — as in the case of one individual — 
to the listening of the subject to the reading of poetry by another 
person, will be given, as was done at a similar stage, when 
examining the effects of intellectual work. Two examples from 
each region are given. As in the corresponding experiments on 
intellectual work, the " plus '' sign indicates a rise above, and the 
" minus " sign a fall below the starting temperature of the space 
examined. 



Anterior Region. 



1st Experiment. 
Examination of 3rd district, 3rd tier, left side. 
Rise or fall of temperature. 



Time from 
commence. 


Deflections of Thermometric 




men) 


: of work. 


galvanometer. values. 


Mental condition. 


At the end of 


— 






; 


minutes 


. 0° . 


0° 


Reading of poetry to sub- 
ject commenced. 


7, 


»» 


. -1° . 


— 0-002° 0.(0-0036° F.) 


Not attentive. 


4 


It 


. +8° . 


+0-016° C. (0-0288° F.) 


Thoroughly interested. 


10 


It 


. +.2° . 


+ 0-024° C. (00431° F.) 




'5 


it 


. +15° • 


+ 0-030° C. (0-054° F.) 




"7 


» 


. +.6° . 


+0-032° C. (0-0576° F.) 




Ig 


» 


. +15° • 


+0-030° C. (0054° F.) 




21 


It 


. +17° • 


+ 0-034° C.(o-o6i2°F.) 




24 


j> 


. +16° . 


+0-032° C. (0-0576° F.) 




2g 


„ 


. +17° . 


+0-034° C. (0-0612° F.) 




33 


)j 


. +ig° . 


+0-036° C. (0-0648° F.) 




3S 


t> 


. +«7-5° 


+ 0-035° C. (0-063° F.) 




38 


1* 


. +18° . 


+ 0-036° C. (0-0648° F.) 





In this experiment the listening to the reading caused a rise of 
temperature in the head of o"036°C, (0-0648° F.), in thirty-three 
minutes. 
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%nd Experiment. 
Examination of 5th district, 3rd tier, left side. 
Rise or fall of temperature. 
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Time from f « ^ 

commence- Deflections of Thermometric , 




mentof work, galvanometer. values. 


Mental condition. 


At the end of- 


^ 






minutes 


0° . 


0° 


Commenced reading aloud 


1 


J) 


+ 3° 


+o-oo6°C. (0:0108° F.) 


poetry. 


^1 


J) 


+4° . 


+ o-op8°C. (0-0144° F.) 




4 


j» 


+ 3° • 


+o-oo6°C. (o'oio8°F.) 


Stopped reading. 


5 


»> 


+ i° . 


+0-004° C. (0-0072° F.) 




7 


>> 


+ 1° 


+ o-oo2°C. (o-oo36°F.) 


Commenced reading again. 


10 


>» 


+ 7° 


+ 0-014° C. (0-0252° F.) 




11^ 


)» 


+ 9° . 


+ 0-018° C. (0-0324° F.) 




13 


)j 


+ n° 


+0-026° C. (0-0468° F.) 




16 


jj 


+ '5°. 


+0-03° C. (0-054° F.) 




18 


I) 


+ 14°. 


+ 0-028° C. (0-0504° F.) 




20 


)> 


+ 15-5^ 


+0-031° C. (0-0558° F.) 




24 


)j 


+ 13-5° 


+0-027° C. (0-0486° F.) 




26 


j> 


+ 17° . 


+0-034° C. (0-0612° F.) 




29 


>> 


+ .6°. 


+0-032° C. (0-0576° F.) 




30 


» 


+ .7° . 


+0034° C. (0-0612° F.) 




31 


j» 


+ 18° 


+0-036° C. (0-0648° F.) 




3^1 


9> 


+ 19°. 


+0-038° C. (0-0684° F.) 




32 


9) 


+ 20° . 


+ 0-04° C. (0-072° F.) 




33 


J> 


+ ■7°. 


+0-034° C. (0-0612° F.) 




34- 


J» 


+ .9°. 


+0-038° C. (0-0684° F.) 




35 


>J 


+ 20"= . 


+0-04° C. (0-072° F.) 


Stopped reading. 


37 


» 


+ 18° . 


+0-036° C. (0-0648° F.) 




39 


>J 


+ 16° . 


+0-032° C. (0-0576° F.) 




39^ 


J) 


+ 14-°. 


+0028° C. (0-0504° F.) 





In this observation . reading aloud of poetry caused a rise of 
temperature of 0-04° C. (0-072° F.), in thirty-two minutes. 

Middle Region. 

\st Experiment. 

Examination of ist — 2nd district^ 4th tier, left side. 
At the end of — 

o minutes . 0° . 0° Commenced reading aloud 

2^ » • +3° • +0-006° C.(o-o 108° F.) poetry. 



i8o Temperature of the Head. 

Rise or fall of temperature. 



Time from , , 

commence. Deflections of Thermometric 
mentofwork. galvanometer. values. 

At the end of— 

4^ minutes . +5-5°. +o-oii° C. (0-0198° F.) 



Mental condition. 



7 
8 

9 
10 
II 
12 
14 
14* 
IS 

I si 

r6 
164 

i7i 
i8i 

'94 
20 

2o4 
22 
24. 
2g 



+ •5 
+ 16 

+ „ 

+ •4' 



+ 6-5°. +0-013° C. (0-0234.° F.) 
+9° . +001 8° 0.(0-0324.° F.) 
+ 10° . +0-02° C. (0-036° F.) 
+ 11° . +o-o22°C. (0-0396° F.) 
+ 115° +0-023° C. (0-0414° F.) 
+ 14° . +0-028° C. (0-0504° F.) 

+0-03° C. (0-054° F.) 

+ 0-032° C. (0-0576° F.) 

+ 0-026° C. (0-0468° F.) I ^^^^„jj„„ f^;ii 

+0-028° C. (0-0504° F.)> ^ 

+ 15-5° +0-031° C. (0-0558° F.) Attention again aroused. 
+ 16° . +0-032° C. (0-0576° F.) 
+ 16-5° +0-033° C. (0-0594° F.) 
+ 17° . +0-034° C.(o-o6i2°F.) 
+ 19° . +0-038° C. (0-0684° F.) 

"T )) • ~r )) » 

+ 18-5° +0-037° C.(o-o666°F.) 
+ 19-5° +0-039° C. (0-0702° F.) 
+ 22-5° +0-045° C.(o-o8i°F.) 
+ 23° . +0-046° C. (0-0828° F.) 

In this experiment the temperature of the space examined rose 
0-046° C. (o"o828° F.), in twenty-eight minutes. 

Znd Experiment. 
Examination of 2nd district, 3rd tier, left side. 
At the end of — 



minutes . 


^h 


)J 


s 


» 


(>h 


» 


7 


» 


9 


» 


II 


)) 


14 


)J 


17 


)) 


20 


)) 


22 


?J 


»3 


)) 



o" . o" 

+ 7° . +0-014° C. (0-0252° F.) 
+ 15° . +0-03° C. (0-054° F.) 
+ 16° . +0-032° C. (0-0576° F.) 
+ 15-5° +0-031° C. (0-0558° F.) 
+ 18-5° +0-037° C. (o-o666°F.) 
+ 19-5° +0-039° C. (0-0702° F.) 
+ 20° . +0-04° C. (0-072° F.) 
+ 21-5° +0-043° C. (0-0774° F.) 
+ 21° . +0-042° C. (0-0756° F.) 
+ 22°. +0-044° C. (o-079i° F-) 
+ )> • + II 11 



Reading of poetry 
subject commenced. 



to 
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Rise or fall of temperature. 

Time from / » ^ 

commence. Deflections of Thermometric 
mentofwork. galvanometer. values. Mental condition. 

At the end of— 

25 minutes . +84°. +0-048° C. (0-0864° F.) 

2.%^ „ . +21°. +o-o42°C. (^0756°F.) Attention failing. 

30 „ . +23° . +0-046° C.(o-o8z8°F.) 

The listening to the reading caused, in this case, a rise of 
0-048° C. (o'o864° F.), in twenty-five minutes. 

Posterior Region. 

1st Experiment, 

Examination of 5th district, 3rd tier, left side. 

At the end of— 

o minutes . 0° . 0° Commenced reading aloud 

3 „ . +4° . +o-oo8°C. (0-0144° F.) poetry. 

5 „ . +4-5°. +0-009° C. (0-0162° F.) 
8 „ . +6° . +0-012° C.Xo-o2i6°F.) 

92 » •+»•+)> » 

12 „ . +9° . +o-oi8°C. (o-o324°F.) 

15 „ . +10° . +0-02° C. (0-036° F.) 

ig „ . +10-5° +o-02i°C. (0-0378° F.) 

22 „ . +11° . +o'022°C. (o'0396°F.) 

27 „ . +12° . +0-024° C. (0-0432° F.) 

29 „ . +13° . +0-026° 0.(0-0468° F.) 

30 „ . +15'^. +0-03° C. (0-054° F.) 

31 » • +'5-5° +0-03.° C. (0-0558° F.) 

32 „ . +16° . +0-032° 0.(0-0576° F.) 

33 II • + II ■ + II II 

35 I. - +'5-S° +0-031° C. (0-0558° F.) 

The temperature of the head rose, in the above experiment, 
0"03a° C. (o'0576° F.), in thirty-two minutes. 

ind Experiment. 

Examination of 4th district, 2nd tier, left side. 
■*• * 

At the end of — 
o minutes . 0° . 0° Reading of poeti-y to 

4 „ . +3° . +0-006° C. (o'oio8°F.) subject commenced. 

6 » • +4'5°- +0-009° C. (0-0162° F.) 
8 „ ■ +5° • +o-oi° C.(o-oi8°F.) 
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Rise or fall of temperature: 

Time from ,. » ^ 

commence- Deflections of Thermometric 
ment of worlc. galvanometer. values. Mental condition. 

At the end of— 
I o minutes . +6° . +o-oi2°C. (0-0216° F.) 

12 „ .+8° . +o-oi6°C. (go2g8°F.) 

15 » -+9° . +o-oi8°C. (0-0324° F.) 

18 „ . +10° . +0-02° C. (0-036° F.) 

20 „ . +9° . +0-018° C. (0-0324° F.) 

22 „ . +11° . +0-022° C. (0-0396° F.) 

25 „ . +10-5° +o-o2i°C. (0-0378° F.) 

26 „ . +11° . +o-022°C. (0-0396° F.) 
28 „ . +12° . +0-024° 0.(0-0432° F.) 
30 „ . +13° . +0-026° C. (0-0468° F.) 
32 „ . +13-5° +0-027° C. (0-0486° F.) 
34 „ . +14-5° +0-029° C. (0-0522° F.) 

3fi " • + "-° • +°--'^° C. (0-04" 2° F.) I ^^^^„^;^^ f^ii _ 

37 „ • +10-5° +o-o2i°C. (0-0378° F.)j ^ 

39 „ • + '^° • +°'°*4.° C. (0-0432° F.) I Attention again aroused. 

41 „ . +13° . +0-026° 0.(0-0468° F.) 5 ^ 

In this experiment the temperature rose 0-029° C. (o'0522° F.), 
in thirty-four minutes. 

If we take the same spaces which were selected in the experi- 
ments on intellectual work (p. 141), the average rises of tempe- 
rature for each region due to the reading of, or the listening to, 
poetry and prose of an emotional character, are as follow^ : 

Anterior region . . .0 0385° C. (o'o693° F.) 
Middle „ . . . 0-041° C. (0-0738° F.) 
Posterior „ . . . 0-036° C. (00648° F.) 

Average for all three regions 0-0385° C. (0-0693° F.). 

In emotional states, as in the case of intellectual exertion, rises 
of temperature considerably above the average may at times be 
seen ; the rise sometimes exceeding 0'i° C. (0-18° F.). 
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CHAPTER VII. 

COMPARATIVE EFFECT OF EMOTIONAL ACTIVITY ON THE TEM- 
PERATURE OF DIFFERENT SPACES OF ONE AND THE SAME 
SIDE OF THE HEAD. — COMPARATIVE EFFECTS OF EMOTIONAL 
ACTIVITY WITH AND WITHOUT VERBAL EXPRESSION. 

Following the course pursued with intellectual work, we will, 
in the next place, compare directly certain spaces with each 
other. The spaces selected are those already chosen for a similar 
purpose with reference to intellectual activity (p. 146), experience 
having shown that the same spaces are affected relatively very 
nearly the same in both kinds of mental action. As in the former 
experiments, the ist — and district, 4th tier, middle region, is 
compared in turn with each of the other spaces, this space show- 
ing, usually, the greatest rise of temperature in emotional activity, 
as well as in intellectual work. Each experiment lasted thirty 
minutes. 

Comparison of anterior and middle regions. 

1st set of experiments. 
Mean of 1 2 observations ; 7 on left side, 5 on right side. 



r~, ■ rfist — and district, 4th tier, middle region. 

Comparison or-^ , ,. . '. ^ '. . ° 

Lsth district, 3rd tier, anterior region. 

Rise of temperature of 0'003° C. (00054° F.) in favour of 
middle region. 

2nd set of experiments. 
Mean of 12 observations ; 8 on left side, 4 on right side. 

^ . rfist — and district, 4th tier, middle region. 

Comparison of<^ .... , . . ° . 

LS'h district, 1st — 2nd tier, anterior region. 

Rise of temperature of 0"0i2° C. (o'02i6° F.) in favour of 
middle region. 
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3rd set of experiments. 
Mean of 12 observations ; 8 on left side, 4 on right side. 

Comparison of|''*— ^'^'j '*''*"''*' 4*^ tier, middle region. 
L3rd district, 3rd tier, anterior region. 

Rise of temperature of 0"0X2° C. (0'02i6° F.) in favour of 
middle region. 

4th set of experiments. 
Mean of 1 2 observations ; 8 on left side, 4 on right side. 

-"I . r fist — 2nd district, 4th tier, middle region. 

Comparison of-i ,,..,. ° . 

L3rd — 4th district, 5th tier, anterior region. 

Rise of temperature of 0"0i3° C. (o"0234° F.) in favour of 
middle region. 

5th set of experiments. 

Mean of i a observations ; 7 on left side, 5 on right side. 

--, . rfist — 2nd district, 4th tier, middle region. 

Comparison oi< , ,. . ,7 . . ° 

L2nd district, 2nd tier, anterior region. 

Rise of temperature of O'0 14° C. (0-0253° F.) in favour of 
middle region. 

Comparison of 1st — 2nd district, ^th tier, middle region, with other 
spaces of the same region. 

1st set of experiments. 

Mean of 12 observations ; 8 on left side, 4 on right side. 

,-, . c fist — 2nd district, 4th tier. 

Comparison of-^ , ,. . '. 

V.ya district, 4th tier. 

Rise of temperature of 0*003° ^' (0'0°.54° F-) •" favour of 
1st — 2nd district. 

2nd set of experiments. 

Mean of 12 observations ; 7 on left side, 5 on right side. 

r^ . rC 1st — 2nd district, 4th tier. 

Comparison of ■< ... . ,7 

Lsrd district, 2nd tier. 

Rise of temperature of 0"Oii° C. (o'Oi98° F.) in favour of 
1st — 2nd district, 4th tier. 
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3rd set of experiments. 
Mean of 12 observations ; 7 on left side, 5 on right side. 

Comparison of/ ^^t— and district, 4th tier. 
Lsrd district, 5th tier. 

Rise of temperature of 0-012° C. (0-0216° F.) in favour of 
1st — and district, 4th tier. 

4th set of experiments. 
Mean of 12 observations ; 7 on left side, 5 on right side. 

Comparison of/^^^-^nd district, 4th tier. 
L4th district, 7th tier. 

Rise of temperature of 0-013° C- (°'0234° F.) in favour of 
1st — 2nd district, 4th tier. 

Comparison of middle and posterior regions. 

1st set of experiments. 
Mean of 1 2 observations ; 8 on left side, 4 on right side. 

Cc fist — 2nd district, 4th tier, middle region, 
omparison oM , ,. , 

Lsth district, 3rd tier, posterior region. 

Rise of temperature of 0-018° C. (0-034° F.) in favour of 
middle region. 

2nd set of experiments. 

Mean of 12 observations; 8 on left side, 4 on right side. 

^ . r fist — and district, 4th tier, middle region. 

Comparison of-^ , ,. . , ■ • . 

L4th district, 2nd tier, posterior region. 

Rise of temperature of 0-02° C. (0-036° F.) in favour of 
middle region. 

3rd set of experiments. 

Mean of 12 observations ; 7 on left side, 5 on right side. 

r~, ■ r fist — 2nd district, 4th tier, middle region. 

Comparison oi-i , ,. . , . . . ° 

L2nd district, 4th tier, posterior region. 

Rise of temperature of 0-022° C. (0-0396° F.) in favour of 
middle region. 
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4th set of experiments. 
Mean of 13 observations ; 8 on left side, 4 on right side. 

Comparison of/^^*— ^"'^.'^'^'•■'^t' 4th tier, middle region. 
Land district, 6th tier, posterior region. 

Rise of temperature of o"022° C. (0*0396° F.) in favour of 
middle region. 

It is shown by the above comparisons that here, as in the case 
of intellectual work, the ist — 2nd district, 4th tier, middle region, 
exhibits the highest rise of temperature of all the spaces com- 
pared. Calling the value of the absolute rise of temperature in 
this space 1000, we have the following comparative values for 
the rises of temperature in the other spaces : 

Values of absolute rises of temperature. 



Anterior region 

5th district, 3rd tier 
3rd „ 3rd tier 
5th „ 1st — and tier 
3rd — 4th district, 5th tier 
2nd district, and tier 

Middle region. 

]st — and district, 4th tier 
3rd district, 4th tier 
3rd „ and „ 
3rd „ 5th „ 
4th „ 7th „ 



Posterior region. 



5th district, 3rd tier 
4th „ and „ 
2nd „ 4th „ 
and „ 6th „ 



928. 
714. 
714. 
690. 
666. 



1000. 
928. 

738- 
714. 

690. 



S7I. 
524- 
476. 
476. 



As in the case of intellectual work, the highest rises of tempe- 
rature are found in the ist — and, and 3rd districts, 4th tier, middle 
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region, and the 5th district, 3rd tier, anterior region. Indeed, 
the tract of highest rise of temperature marked out for intellectual 
work holds good equally for emotional activity. It is, however, 
usually much more difficult, and often impossible, to detect 
inequality of rise of temperature, in emotional conditions, in the 
spaces showing the greatest thermal activity. This fact led the 
author to consider, for some time, that no such area of superior 
rise of temperature as had been found for intellectual work, 
existed in the case of emotional states of the mind. Under 
favorable circumstances it can, however, be shown, that the 
portion of the head specified exhibits, in emotional conditions of 
the kind under consideration, a greater rise of temperature than 
other parts, the degree of this superiority, as well as the frequency 
of its existence, being, however, less than in the case of intellectual 
exertion. 

The following are examples of comparisons of spaces, where 
the inequalities of rise of temperature were well marked. 



Comparison of anterior and middle regions. 

1st Experiment. 

Comparison of ist — and district, 4th tier, middle region, with 
5th district, 1st — 2nd tier, anterior region ; both spaces on left 



side. 



+ signifies in favour of middle region. 
— signifies in favour of anterior region. 

Rise of temperature. 



Time from 
commence- 


Deflections of Thermometric 




ment 


ofwork. galvanometer. values. 


Mental condition. 


At the end of- 


_ 









minutes 


0° 


0° 


Reading of poetry 


S 


j> 


+4° 


+o-oog°C. (0-0144° F.) 


subject commenced 


7 


>j 


+s" 


+o-oi°C. (o-oig°F.) 




10 


» 


+6-5° 


+0-013° C. (0-0234° F.) 




12 


»! 


+7° 


+0-014° C. (0-0252° F.) 




13 


J> 


+ „ 


T J) )J 




16 


)> 


+ 6-5° 


+0-0 1 3° C. (0-0234° F.) 




ig 


J» 


+ 7° 


+0-014° C. (0-0252° F.) 




zo 


» 


+4° 


+0-008° C. (0-0144° F.)' 




2Z 


» 


+ » 


"T Jj jj 


• Interest flagging. 


23 


JJ 


+ 3° 


+0-006° C. (0-0108° F.)^ 
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Rise of temperature. 



Time from 
commence- 




K 


Deflections of Thermometric 


ment 


of work. 


galvanometer. values. 




— 


mm^ 





At the end of- 


— 




»5 


minutes 


■ +5° • 


-|-o-oi°C. (o-oig°F.) 


27 


»> 


. +6-5''. 


-l-o-oi3°C. (0-0234° F.) 


29 


S) 


. +7° . 


+ o-oi4°C. (0-0252° F.) 


32 


J» 


. +6-5°. 


+0-01 3° C. (0-0234° F.) 


34- 


» 


■ +5-5°. 


+ o-oii°C. (0-0198° F.) 


36 


» 


. ++-5°. 


+0-009° C. (0-0162° F.) 


37 


>J 


■ +3° 


+o-oo6°C. (0-0108° F.) 


39 


)» 


. — 1<^ 


— 0002° 0.(0-036° F.) 



Mental condition. 



Interest returning. 



Stopped reading. 



Highest rise, in favour of middle region, o-0i4°C. (o'0252°F.). 

and Experiment. 
Comparison of ist — and district, 4th tier, middle region, with 
3rd district, 3rd tier, anterior region ; both spaces on left side. 

+ signifies in favour of middle region. 
— signifies in favour of anterior region. 



At the 


end of— 




minutes . 


0° 


34 


99 


+ 3° 


4 


93 


+4° 


i\ 


)J 


+ 3° 


(>\ 


»» 


+ 5° 


7i 


J> 


+s-s° 


^8 


9t 


+ 7° 


H 


99 


+ 8° 


10 


J> 


+ 3° 


12 


JJ 


+ ., 


I3i 


>9 


+ ^° 


15 


99 


+ 5° 


16 


» 


. +6° 


19 


99 


. +1° 


21 


97 


. +2° 


22 


)> 


■ +„ 


22i 


}> 


. +4° 


24 


»> 


. +1° 


27 


J» 


. +3° 


28 


99 


• +„ 


29 


)» 


• -1-5'= 


30 
TT 


99 


. -2° 



+0-006° C. (0-0108° F.) 
+o-oo8° C. (0-0144° F.) 
+0-006° C. (0-0108° F.) 
+ 0-01° C. (o-oiS°F.) 
+ o-oii°C. (0-0198° F.) 
+0-014° C. (0-0252° F.) 
+ 0-016° C. (00288° F.) 
+ 0-006° C. (0-0108° F.)" 

+ 0-004° C. (0-0072° F.) 
+0-01° C. (0-018° F.) 



Commenced reading aloud 
poetry. 



■ Interest flagging. 



+ 0-012° C. (0-02 1 6° F.) 

+0-002° C. (0-003 6° F.) 

+ 2° . +0-004° 0.(0-0072° F.) 

+ „ . + „ „ J 

. +o-oo8°C. (0-0144° F.) 

Stopped reading. 
. +0-002° C. (0-0036° F.) 
. +0-006° C. (0-0108° F.) 

• + )j »» 

. — 0-003° C. (0-0054 F.) 

. —0-004° C. (0-0072° F.) 

Highest rise, in favour of middle region, 0"0i6°C. (0-0288° F.). 
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3rd Experiment. 

Comparison of ist — 2nd district, 4th tier, middle region, with 
5th district, 3rd tier, anterior region ; both spaces on left side. 

+ signifies in favour of middle region. 
— signifies in favour of anterior region. 
Rise of temperature. 



Time from , ^ — ■. ^ 

commence- Deflections of Thermometric 




nento 


work, galvanometer. values. 


Mental condition. 


Kt the end of— 








minutes 


0° . 


0° 


Reading of poetry to 


3 




+ 2° . 


+ 0-004° C. (0-0072° F.) 


subject commenced. 


6 




+ 3° • 


+0-006° C.(o-oiog°F.) 




H 




+4° ■ 


+o-oo8°C. (o-oi44°F.) 




10 




+ 3° • 


+o-oo6°C. (0-0108° F.) 




la 




+ 1° . 


+0-002° C. (0-0036° F.) 




14 




-2° . 


— 0004° 0.(0-0072° F.) 




'5 




-4-5° • 


— 0-009° C. (0-0162° F.) 




16 




-4° • 


— 0-008° C. (00144° F.) 




17 




I) 


jj " 




18 


)) 


-3° • 


— 0-006° C. (0-0108° F.) 




zo 


» 


0° . 


0° 




ZI 


jj 


+ »° . 


+0-004° C. (0-0072° F.) 




23 


>» 


+4° 


+0-008° C.(ooi44°F.) 




»5 


9> 


+ 6° 


+0-012° C. (0-0216° F.) 




28 


» 


• + „ 


• "1" J) )j 




30 


»> 


+ 5-S° 


+0-01 i°C. (0-0198° F.) 




32 


)» 


. +6° 


+o-oi2°C. (o-o2i6°F.) 




34 


>f 


• +,, 


~r M n 


Stopped reading. 


36 


)l 


• +5° 


+ o-oi°C. (0-018° F.) 




38 


19 


. +3° 


. +0-006° C.(o-oto8°F.) 




40 


9> 


. +^° 


+0-004° C. (0-0072° F.) 




41 


J> 


. 0° 


0° 





In the above experiment, during the first eight and a half 
minutes, the rise of temperature in the middle region predomi- 
nated ; but, setting out from this time, the deflection of the 
galvanometer fell back to zero, and then passed over to the side 
in favour of the anterior region. This movement of the needle 
was not owing to a fall of temperature in the middle region (as 
was proved by direct testing), but to an increase in the activity 
of thermal production in the anterior region. At the end of the 
fifteenth minute from the commencement of the experiment, the 
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rise of temperature in favour of the anterior region was 0*009° ^■ 
(0-0162° F.). After this time, the middle region began anew to 
gain upon the anterior region, and, at the end of the twenty-first 
minute, the balance of temperature was again in favour of the 
former region. At the close of the reading the superiority of 
rise in favour of the middle region was very marked, for the 
particular two spaces examined, being o'Oi2° C. (0'02i6° F.). 



Comparison of ist — 2nd district, \th tier, middle region, with other 
spaces of the same region. 

1st Experiment. 

Comparison of ist — 2nd district, 4th tier, with 3rd district, 
5th tier J both spaces on left side. 

+ signifies in favour of ist — 2nd district, 4th tier. 
— signifies in favour of 3rd district, jth tier. 

Rise of temperature. 



Mental condition. 



Time from 
commence. 


Deflections of Thermometric 


mentofworlc. galvanometer. values. 


At the end of- 


— 




minutes 


. 0° 


0° 


4 


it 


. +3° 


+ ooo6°C. (o-oio8°F.) 


6 


J> 


. +4° • 


+o-oo8°C. (0-0144° F.) 


7 


» 


+4-S°- 


+0-009° C. (0-0162° F.) 


n 


it 


. +4° 


+o-oo8°C. (0-0144° F.) 


10 


7» 


. +4-5° 


+0-009° C. (0-0162° F.) 


12 


91 


+ 5° • 


+o-oi°C. (0-018° F.) 


1+ 


19 


+s-s°- 


+0-011° C.(o-oi98°F.) 


17 


l> 


+ 3° . 


+o-oo6°C. (0-0108° F.) 


Ig 


91 


. +^° 


+0-004° C. (0-0072° F.) 


21 


99 


+4° ■ 


+o-oo8°C. (0-0144° F.) 


22 


» 


+4-5°. 


+0-009° C. (0-0162° F.) 


26 


» 


. +5° • 


+ 0-01° C. (0-018° F.) 


29 


»» 


+ 6° . 


+0-012° C. (0-0216° F.) 


31 


>» 


+ 6-5°. 


+ 0-013° C. (0-0234° F.) 


33 


»» 


_ _ _•„ r_ 


+ )) » 
_r .... __j j;... 



Reading of poetry to 
subject commenced. 



Stopped reading. 



Commenced again reading. 



Highest rise, in favour of ist — 2nd district, Sth tier, o-oi3°C. 
(0-0234° F.). 
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2nd Ex'periment, 
Comparison of 1st — 2nd district, 4th tier, with 3rd district, 
4th tier ; both spaces on left side. 

+ signifies in favour of ist — znd district. 
— signifies in favour of 3rd district. 
Rise of temperature. 



to 



Time from 
commence- 




. __fc 




Deflections of Thermometric 




menl 


ofworlc. 


galvanometer. values. 


Mental condition. 


At the end of- 


_ 









minutes 


. 0° 


0° 


Reading of poetry 


3 


» 


+ 1° 


+o-oo2°C. (0-0036° F.) 


subject commenced. 


S 


)? 


-1° 


— o-oo2° 0.(0-0036° F.) 




7 


») 


-3° 


- 0-006° C. (0-0108° F.) 




9 


)) 


+ 1° . 


+0-002° C. (0-0036° F.) 




II 


» 


+ 3° 


+o-oo6°C. (0-0108° F.) 




'3 


» 


+4° . 


+0-008° C. (0-0144° F.) 




16 


1) 


+ 3° 


+0006° C. (0-0108° F.) 




ig 


J' 


+4° 


+0-008° C. (0-0144° F.) 




21 


» 


+ » 


+ )) )) 




24 


)) 


+ ., 


• ~r )» »» 





In this experiment the superiority of rise of temperature was, 
at the start, for a moment in favour of the ist — and district ; but 
from the end of the third to the end of the seventh minutes, the 
3rd district showed the higher rate of rise. After the seventh 
minute, the ist — 2nd district again began to rise the more 
rapidly, and finally, at the end of the thirteenth minute, its 
superiority of rise over the other space was 0*008° C. (0-0144° F.). 



3rd Experiment. 
Comparison of ist — and district, 4th tier, with 3rd district, 
and tier ; both spaces on left side. 

+ signifies in favour of ist — 2nd district, 4th tier. 
— signifies in favour of 3rd district, 2nd tier. 

At the end of — 



minutes 


. 0° 


32 )! 


. +3° 


S .) 


. +3-5° 


7 )i 


. +4° 


9 1. 


. +5° 


12 „ 


. +6-S° 


IS .. 


. +7° 



+0-006° C.(o-oiog°F.) 
+0-007° C.(o-oi26°F.) 
+o-oo«°C (0-0144° F.) 
+0-01° C. (o-oig°F.) 
+0-0I 3° C. (0-0234° F.) 
+ 0-014° C. (0-0252° F.) 



Reading aloud of poetry- 
commenced. 
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Rise of temperature. 

Time from , " ^ 

commence- Deflections of Thermometric 
mentofwork. galvanometer. values. 



Mental condition. 



At the end of— 
J 6 minutes . +^'5' 
ig „ 



21 

*3 

*5 
30 

35 
36 

37 



+ » 
+ 6° 

+ 6-5° 

+ S° 
+ 3° 
0° 
-2° 
-3° 



-|-o-oi3°C. (o-023+°F.) 

"T" )) jj 

+o-oiz°C. (o-02i6°F.) 
-l-o-oi 3° C. (0-0234.° F.) 

+001° C. (o-oig°F.) 
+o-oo6°C. (o-oio8°F.) 



Stopped reading. 



-0-004° C. (0-0072° F.) 
-o-oo6°C. (00108° F.) 

I In this experiment the superiority of rise of temperature was 
in favour of the 1st — and district, 4th tier, the highest point 
attained being 0-014° C. (0'0252°F.). The apparent rise in 
favour of the 3rd district, 2nd tier, after the cessation of the 
reading, was, in reality, a more rapid fall of temperature in the 
1st — and district, 4th tier, than that occurring simultaneously in 
the 3rd district, and tier. 



Comparison of middle and posterior regions. 

1st Experiment. 

Comparison of ist — and district, 4th tier, middle region, with 
and district, 4th tier, posterior region ; both spaces on left side. 

+ signifies in favour of middle region. 
At the end of^ 



minutes 


0° 


3 


)> 


+ ^° 


6 


it 


+ 4° 


8 


>» 


+ 5° 


ii4 


99 


+ 6° 


14- 


»> 


+8-5'= 


16 


>J 


+ 9° 


19 


19 


+ ,, 


22 


9> 


+ 9-5= 


24 


» 


+ 10° 


25 


» 


+ 11° 


27 


99 


+ 10° 


29 


99 


+ 10-. 



+0-004° C. (0-0072° F.) 
+0008° C. (0-0144° F-) 
+o-oi°C. (o-oiS°F.) 
+0-012° C.(o-o2i6°F.) 
+0-017° C. (0-0306° F.) 
+0-018° C. (0-0324° F.) 

+o-oi9°C. (o-o34°F.) 
+0-02° C. (0-036° F.) 
+0-022° C. (0-0396° F.) 
+0-02° C. (0-036° F.) 
+ 10-5° +0-021° C. (0-0378° F.) 



Commenced reading poetry 
to subject. 
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Time from 



Rise of temperature. 



commence- Deflections of Thermometric 
mentofwork. galvanometer. values. 



At the end of—. 
31 minutes . +10° 



39 

42 



• +5° 
. +3° 



+ 0-02° C. (0-036° F.) 

+0-01° C. (o'oi8°F.) 
+o-oo6°C. (o-oio8°F.) 



Mental condition. 



Stopped reading. 



Highest rise, in favour of middle region, 0-022° C. (o'0396°F.). 

2nd Experiment. 

Comparison of ist — 2nd district, 4th tier, middle region, with 
5th district, 3rd tier, posterior region ; both spaces on left side. 

-|- signifies in favour of middle region. 
At the end of— 



ir 


mutes 


. 


3* 


1) 


+1° . 


+ 


)) 


+ ^° . 


6 


)j 


+ 5° ■ 


9 


)) 


+ 5-5° ■ 


12 


)) 


+ „ • 


>5 


)j 


+ 6° . 


17 


)) 


+ ., • 


20 


)5 


+ 6-5° • 


23 


)) 


+ 7° . 


25 


)) 


+ ,> • 


27 


JJ 


+ 8° . 


28 


)) 


+ 9° ■ 


31 


)) 


+ 8-5°. 


35 


)1 


+ 9° . 


37 


1) 


+ 8-5°. 


39 


)) 


+ 7-5°. 


43 


n 


+4-5° • 


45 

TT 


)) 
1 


+ 3-5°- 
* _ r_ 



+0-002° C. (0-0036° F.) 
+ 0-004° C. (0-0072° F.) 
+0-01° C. (0-018° F.) 
+0-011° C. (0-0198° F.) 

+ 0-012° C. (0-0216° F.) 

+ „ 

+0-013° C. (0-0234° F.) 

+0-014° C. (0-0252° F.) 

+0-016° C. (0-0288° F.) 
+0-018° C. (0-0324° F.) 
+ 0-017° C. (0-0306° F.) 
+0-018° C. (0-0324° F.) 
+0-017° C. (0-0306° F.) 



Reading of poetry aloud 
commenced. 



Stopped reading. 



+0-015° C. (0-027° F.) 
+0-009° C. (0-0162° F.) 
+ 0-007° C. (0-0126° F.) 

Highest rise, in favour of middle region, o- 018° C. (0-0324° F.). 

Reversals of the usual orderof superiority of rise of temperature 
in the different spaces are still more frequent in emotional 
activity than in intellectual work. 

It has been stated (p. 1 23) that recitation to one's self produces 
a greater effect on the temperature of the head than recitation 
aloud. The only difficulty that lies in the way of making 

n 
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comparative experiments on this point, is the keeping of the 
attention and interest from flagging without the aid of the sound 
of the voice. Practice, however, may overcome this difficulty, 
and then the result will be as stated. The difference in the two 
cases is slight, but in taking the averages of a number of observa- 
tions it is sufficiently evident ; it may vary from 0"002° C. 
(o'0036° F.) to 0"Oo8° C. (o"oi44°F.). The comparative effects 
of the two kinds of recitation may sometimes be obtained in one 
and the same experiment, as in the following example : 



Examination of ist- 
side. 



-2nd district, 4th tier, middle region, left 



+ signifies rise of temperature above the starting point. 



Rise of temperature. 



Time from 
commence. 


A 

Deflections of Therraometric 




mentofwork. 


galvanometer. values. 


Mental condition. 


At the end of 


' 




minutes 


. 0° . 0° 


Commenced recitation of 


2 


J) 


. +3° . +o-oo6°C. (o-oiog°F.) 


poetry aloud. 


5 


j» 


. +7° . +o'oi4°C. (0-0252° F.) 




g 


3> 


. +9-5°. +0-019° C.(o-o34a°F.) 




II 


a 


. +iT° . +0-022° C. (0-0396° F.) 




13 


jt 


. +12° . +0-024° C. (0-0432° F.) 




ig 


93 


. +16° . +0-032° C. (0-0576° F.) 




22 


3) 


. +16-5° +0-033° C. (0-0594° F.) 




23 


J> 


. +17° . +0-034° C. (0-061 2° F.) 




*S 


JJ 


. +ig° . +0-036° C.(o-o64g°F.) 




27 


)» 


• 4 )) • "T J? )t 




2g 


3) 


. +17-5° +0-035° C. (0-063° F.) 




30 


JJ 


. +19° . +o-o3g°C. (o-o6g4°F.) 




32 


J) 


. +ig° . +0-036° C.(o-o64g°F.) 




34 


J> 


• + » • 4 )) >> 


Stopped recitation aloud 


35 


)J 


. +ig-5° +0-037° C. (0-0666° F.) 


and commenced repeat- 


39 


J> 


. +19-5° +0-039° C. (0-0702° F.) 


ing to one's self. 


42 


JJ 


. +20-5° +0-041° C.(o-o73g°F.) 




44 


J> 


. +21-5° +0-043° C. (0-0774° F.) 




454 


31 


. +22° . +0-044° C. (0-0791° F-) 


Commenced recitation 


47 


J) 


. +21° . +0-042° C. (0-0756° F.) 


aloud again. 


49 § 


)> 


. +20-5° +0-041° C.(o-073g°F.) 




52 


3J 


. +19-5° +0-039° C. (0-0702° F.) 
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Rise of temperature. 

Time from i « ^ 

commence- Deflections of ^Thermometric 
mentofwork. galvanometer. values. Mental condition. 

At the end of— 
54 minutes . +18-5° +0-037° C. (o-o666°F.) 

Stopped recitation aloud 
59 „ . +20-5° +0-041° C. (0-0738° F.) and commenced repeat- 

64 „ . +zi-5° +0-043° C. (0-0774° F.) ing to one's self. 

6* » • + )> • + II )i 

^7 »•+,>.+ i> ,, 

Commenced recitation aloud 
70 „ . +20-5° +0-041° C. (0-0738° F.) again. 

75 » • +19° • +0-039° C. (0-0684° F.) 

77 J) • "T )) • ~r )) » 

Stopped reciting. 
82 „ . +17° . +0-034° C. (0-0612° F.) 

87 ., ■ +13° ■ +0-026° C. (0-0468° F.) 

90 „ . +10° . +o-o2°C. (0-036° F.) 

In the first part of this experiment recitation aloud caused a 
maximum rise of 0-038° C. (0-0684° F.). On substituting reci- 
tation to one's self for recitation aloud, the temperature rose to 
0-044° C. (o'0792° F.). A return to recitation aloud caused the 
temperature to fall back to 0-037° C. (o-o666°F.). On again 
commencing to repeat to one's self, a renewal of the rise of 
temperature took place, the highest point now attained being 
0*043° ^' (o'°774° ^•)' Another return to recitation aloud 
diminished the last maximum to 0-038° C, (o"o684° F.).* 

* This greater efl^ect of recitation to one's self than of recitation aloud 
would appear to be in accordance with the laws of the correlation and conser- 
■ vation offeree. In internal recitation an additional portion of energy, which 
in recitation aloud was converted into nervous and muscular force, now appears 
as heat. The author believes that this explanation was suggested to him by 
Professor George F. Barker, of Yale College, U.S., in 1 867. It is to be found 
in a pamphlet by Professor Barker, entitled ' The Correlation of Vital 
Physical Forces, — published at New Haven, Connecticut, 1871. 
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CHAPTER VIII. 

COMPARATIVE EFFECT OF EMOTIONAL ACTIVITY OlSf THE TEM- 
PERATURE OF SYMMETRICALLY SITUATED SPACES OF THE 
TWO SIDES OF THE HEAD. — EXAMPLES OF THE EFFECTS OF 
ANGER, VEXATION, AND MIRTH, ON THE TEMPERATURE OF 
THE HEAD. 

We pass next to the comparative effect of emotional activity 
on the temperature of the two sides of the head. The spaces 
compared are the same as those examined under similar circum- 
stances in iatellectual work, with one omission, — the 3rd — 4th 
district, 5th tier, anterior region. 

Anterior Region, 

1st Series of Experiments, 

Comparison of 2nd district, and tier, on the two sides. 

12 observations. 

Times of occurrence of supe- Mean difference of rise of 

riority of rise of temperature on temperature observed at tiie 

a side, and of equality of rise of end of 30 minutes' recita- 

temperature on the two sides. tion aloud. 



In favour of— 


- 




In favour of — 


Left side . 


8 


Left side 


. 0-007° C. (0-0126° F.) 


Right „ . 


2 


Right „ 


. o-oo6°C. (0-0108° F.) 


Equality 


2 







Znd Series of Experiments. 

Comparison of 3rd district, 3rd tier, on the two sides. 

12 observations. 

In favour of — In favour of^ — 

Leftside . 8 Leftside. 0-007° C. (0-0126° F.) 

Right „ . 3 . Right „ . 0-005° C. (0-009° F-) 
Equality . i 
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2rd Series of Experiments. 

Comparison of 5th district, 3rd tier, on the two sides. 

12 observations. 



Times of occurrence of siipe- 
riority of rise of temperature on 
a side, and of equality of rise of 
temperature on the two sides. 

In favour of — 

Left side . 9 

Right „ . 2 . 

Equality . i 



Mean difference of rise of 
temperature observed at the 
end of 30 minutes' recitation 
aloud. 

In favour of — 

Left side' . o-oo8°C. (0-0144° F.) 
Right,, . o-oo6°C. (o-oio8°F.) 



^th Series of Experiments. 

Comparison of 5th district, ist— and tier, on the two sides 

12 observations. 

In favour of — 

Left side . 8 . Left side 

Right „ . 2 . Right „ 

Equality . 2 



In favour of — 

o-oo8°C. (0-0144° F.) 
o-oo6°C.(o-oio8°F.) 



Middle Region. 



1st Series of Experiments. 

Comparison of ist — 2nd district, 4th tier, on the two sides. 

12 observations. 

In favour of — 

Left side . 7 

Right,, . 2 . 

Equality . 3 



In favour of — 
Leftside . 0-007° C. (0-0126° F.) 
Right,, . o-oo6°C. (0-0108° F.) 



2nd Series of Experiments. 

Comparison of 3rd district, 2nd tier, on the two sides. 

12 observations. 



In favour of — 

Left side . 7 

Right,, . 3 

Equality . 2 



In favour of — 
Leftside . 0-005° C. (0009° F.) 
Right,, . 0-005° C. (0-009° F.) 
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yd Series of Experiments. 

Comparison of 3rd district, 5th tier, on the two sides. 

12 observations. 

Times of occurrence of supe- Mean difference of rise of 

riority of rise of temperature on temperature observed at the 

a side, and of equality of rise of end of 30 minutes' recita. 

temperature on the two sides. tion aloud. 



In favour of^ — 






In favour of — 


Left side 


8 


Left side 


. 0-0055° C. (0-0099° F.) 


Right „ . 


2 


• Right „ 


. 0-004° C. (0-0072° F.) 


Equality 


2 







4M Series of Experiments. 

Comparison of 4th district, 6th tier, on the two sides. 

12 observations. 



In favour of — 




In favour of— 


Left side 


7 • 


Leftside . 0-005° C. (0*009° F.) 


Right „ 


3 • 


Right,, . 0-0045° C. (0-0081° F.) 


Equality 


2 





Posterior Region. 

\st Series of Experiments. 

Comparison of 2nd district, 4th tier, on the two sides. 

12 observations. 

In favour of — In favour of — 

Left side . 6 . Left side . 0-004° C. (0-0072° F.) 

Right,, . 3 . Right,, . 0-003° C. (0-0054° F.) 

Equality , 3 

tnd Series of Experiments. 

Comparison of 2nd district, 6th tier, on the two sides. 

12 observations. 

In favour of — In favour of — 

Leftside . 7 . Left sid? . 0-004° C. (0-0073° F.) 

Right,, . 3 . Right,, . 0-004° C. (0-0072° F.) 

Equality . a 
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yd Series of Experiments. 

Comparison of 4th district; 2nd tier, on the two sides. 

12 observations. 

Times of occurrence of supe- Mean difference of rise of 

riority of rise of temperature on temperature observed at the 

a side, and of equality of rise of end of 30 minutes' recita- 

temperature on the two sides. tion aloud. 



In favour of — 






In favour of — 


Left side 


6 . 


Left side , 


. o'oo5°C. (0'009°F.) 


Right „ 


3 • 


Right,, . 


0-005° C.(0'009°F.) 


Equality 


3 







^th Series of Experiments. 

Comparison of 5th district, 3rd tier, on the two sides. 

12 observations. 



In favour of — 






In favour of — 


Left side 


6 . 


Left side 


. 0-0055° C. (0-0099° F.) 


Right,, 


3 


• Right „ 


. 0-005° C. (0-009° F.) 


Equality 


3 




• 



The above experiments show that, in the greater number of 
cases, in all three regions, the rise of temperature during emotional 
activity is higher on the left side than on the right side. In a 
certain number of instances, however, as in the case of intellectual 
work, the right side shows the higher temperature, or both sides 
rise equally. Here, as in the experiments on intellectual work, 
the anterior region surpasses the other two regions, both as regards 
the number of instances of greater rise of temperature in favour 
of the left side, and also as regards the degree of difference of rise 
observed on both sides. The order of the middle and posterior 
regions is also the same in these respects as in intellectual work. 

The following figures give the percentages of results in favour 
of the left and right sides, and of equality of the two sides, respec- 
tively, and also the mean differences of rise of temperature in 
favour of each side in each region. 
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Anterior Region. 

Left side. Right side. Equality. 

Average percentages of 
times of occurrence of 
superiority of rise of tem- 
perature on a side, and of 
equality of rise of tempe- 
rature on the two sides . 6875 . 1875 . I2'5 

AveragedifFerenceofrise^ o'oo75° C. . 0-00575° C. 
of temperature on a side .J (o'Oi35°F.) (o"oio35°F.) 

Middle Region. 

Left side. Right side. Equality. 

Average percentages of 
times of occurrence of 
superiority of rise of tem- 
perature on a side, and ot 
equality of rise of tempe- 
rature on the two sides . 6o'4i67 . 20'8333 . 1875 

Average difference ofl 0-00562° C. . 0-00487° C. 
rise of temperature . .j (o-oii6° F.) (0-00877° F.) 

Posterior Region. 

Left side. Right side. Equality. 

Average percentages of 
times of occurrence of 
superiority of rise of tem- 
perature on a side, and of 
equality of rise of tempe- 
rature on the two sides . 52-0833 . 25*000 . 22'9i67 

Average difference of rise") 0-00462° C. 0-00425° C. 
of temperature on a side . J (0-00831° F.) (0*00765° F.) 

Of the total 144 observations, 87, or 60-416 per cent., are in 
favour of the left side ; 31, or 21*528 per cent., are in favour of 
the right side; and 26, or 18*056 per cent., are in favour of 
equality of the two sides. 

Comparing the averages of the results obtained in emotional 
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activity with those of the same class obtained in intellectual work 
(p. 172), we see, — first, that in emotional activity the average 
difference of rise of temperature in favour of both sides of the head, 
in every region, is greater than in intellectual work ; second, that 
the percentages of times of occurrence of superiority of rise of 
temperature on the left side are greater, in all three regions, in 
intellectual work than in emotional activity ; third, that the 
higher percentages of results in favour of superiority" of rise of 
temperature on the right side, and also of equality of rise of tem- 
perature on the two sides, are found, in all three regions, in 
emotional activity. 

In the kind of mental activity which we are now considering, 
alterations of the position of the balance of superiority of tempera- 
ture on the two sides of the head, are much more frequent and 
more marked than in intellectual work. As in the case of the 
latter, these alterations usually tend to increase the extent of the 
tract of superior temperature on the left side. There is no regu- 
larity in these changes of the position of higher temperature, some- 
times one set of spaces being affected and sometimes another. 
They are most marked, as in the case of intellectual work, in the 
anterior region, but are also not unfrequent in the middle and 
posterior regions. 

In all the experiments of the class now under consideration, the 
effect of alterations of the circulation, both general and local, and 
of the muscular exertion involved in recitation aloud, must be 
taken into account. The last mentioned influence may indeed 
be left out of consideration, since, as has been before stated, mere 
mechanical recitation without emotion produces no effect, while 
recitation to one's self, as before remarked, is more potent in 
raising the temperature than recitation aloud. With regard to 
the effect of alterations of the general circulation, it is found that 
in comparing points over large vessels with the head, the latter 
shows the* greater rise of temperature, or rather the only rise, as 
the other points are usually unaffected. Points situated over the 
femoral artery in the groin, over the brachial artery, and over 
the carotid artery (in the latter instance during recitation to one's 
self only), have been examined for this purpose. 

With reference to local vascular alterations, due to vaso- 
motor influence, there can be no doubt that they play a more 
pr less important part in the rise of temperature in question ; 
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but how prominent this part is it is impossible at present to 
determine.* 

The effect of anger, in a moderate degree, on the normal distri- 
bution of temperature, has been examined in four instances, all in 
the same individual. The examinations were made when the first 
intensity of passion had subsided, and the mental condition might 
be said to be that of indignation. There was no alteration of 
colour in the face, at the time of the observations, and the circu- 
lation and respiration had quieted down. In one of the cases 
nothing definite could be determined ; — there existed simply that 
confusion of distribution of temperature which seems, in a greater 
or lesser degree, to generally precede a change in the relative 
temperatures of the two sides, and which, in some persons, is 
brought about by even slight mental excitement. In the other 
three instances, however, the effects were well defined, and 
persisted long enough to allow of a pretty careful inspection. Of 
course, in these cases, the only method of examination applicable 
was to test the relative temperatures of different spaces during the 
fit of indignation, and to compare the results with those which 
previous examinations had obtained in the quiescent mental con- 
dition. The head was also examined after the mind had resumed 
its former state of tranquility. Fortunately, in two instances the 
head had been examined but a short time before the access of the 
fit of anger, in a number of spaces. The changes observed were 
as follows : 

Anterior Region. 

I St Case. — The whole of the left side of higher temperature 
than the right side, with the exception of the 2nd and 3rd districts, 
5th tier. 

2nd Case.' — The whole of the left side of higher temperature 
than the right side, with the exception of the 2nd and 3rd districts, 
4th and 5th tiers. 

3rd Case. — The whole of the left side of higher temperature 
than the right side, with the exception of the 3rd and 4th districts 
4th tier, and the 3rd district, 5th and 6th tiers. 

* The author believes that all the higher degrees of rise of temperature seen 
at the surface of the head during both intellectual and emotional activity, are 
in part owing to vascular disturbance. The rise of temperature of nearly 
o'5° C. (0-9° P.), observed by M. Broca after ten minutes' reading aloud, would 
appear to be partly due to the above cause. 
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Middle Region. 

1st Case. — The whole of the 2nd and 3rd tiers, usually of 
higher temperature on the right side, now of higher temperature 
on the left side. 

2nd Case. — The ist, 2nd, and 3rd districts of the 2nd and 3rd 
tiers, previously of higher temperature on the right side, now of 
higher temperature on the left side. 

3rd Case. — The ist and 2nd districts of the 2nd and 3rd tiers, 
and the 4th and 5th districts of the 3rd tier, previously of higher 
temperature on the right side, now of higher temperature on the 
left side. 

Posterior Region. 

1st Case. — The 3rd, 4th, and 5th districts of the 2nd and 3rd 
tiers, usually of higher temperature on the right side, now of 
higher temperature on the left side. 

2nd Case. — Uncertain. 

3rd Case. — The 4th and 5th districts of the 2nd and 3rd tiers, 
previously of higher temperature on the right side, now of higher 
temperature on the left side. 

Quantitative results could not be obtained owing to the haste 
necessary in the observations in order to compare as many spaces 
as possible before the mental condition changed. 

But, in a number of instances, fits of anger, irritability and 
annoyance have occurred in the very midst of experiments both 
on the absolute and also on the comparative rise of temperature 
in different spaces from increased mental activity, — thus affording 
opportunities of judging of the effects of the above mental condi- 
tions both on the absolute and relative temperatures of certain 
parts of the head. The following are examples of the effects of 
the conditions of the mind in question on the absolute temperatures 
of certain spaces : 
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Temperature of the Head. 



1st Experiment. 
Examination of 3rd district, 3rd tier, anterior region, left side. 
+ signifies rise of temperature above starting point. 
Rise of temperature. 



Time from 


commence- ] 


mem 


ofwork. g 


At the end of— 





minutes . 


15 




17 




'9 




2Z 




as 




26 




29 




31 




33 




37 





Deflections of Thermometric 
IOmeter. values. 



0° . 0° 

+ 12° . +0-024° C. (0-0432° F.) 

+ 10-5° +o-o2i°C. (0-0378° F.) 

+ 12° . +0-024° C. (0-0432° F.) 

+ iS° . +0-03° C. (0-054° F.) 

+ 16° . +0-032° C. (0-0576° F.) 

+ 15° . +0-03° C. (0-054° F.) 
+ 13° . +0-026° C. (0-0468° F.) 
+ 12° . +0-024° C. (0-0432° F.) 

"T » ■ "I" )5 )J 

+ ii-S° +0-023° C. (0-0414° F.) 
In this experiment annoyance caused a 
o-oii°C. (0-0298°?.), (from o-02i°C. to 
minutes of its continuance. 



Mental condition. 



Commenced mathematical 

vyork. 
Work interrupted, and 
subject greatly annoyed. 



Annoyance disappearing. 



Annoyance completely 
gone, and work re- 
sumed. 

rise of temperature of 
0-032° C.) in the eight 



2nd Experiment. 

Examination of 3rd district, 2nd tier, middle region, right side. 

+ signifies rise of temperature above starting point. 

At the end of— 

+ 0-006° C. (0-0108° F.) 



10 minutes 


• +3° 


II » 


• + „ 


12 „ 


. +6° 


13 .. 


. +6-5° 


14 J. 


. +7° 


IS >. 


. +6° 


16 „ 


. +4° 


18 „ 


. +2° 


19 .. 


. +1° 



+ 



Idle, after a few minutes' 

reading aloud. 
Angry. 



+ o-oi2°C. (0-0216° F.) 
+0-01 3° C. (0-0238° F.) 
+ 0-014° C. (0-0252° F.) 
+0-012° C. (0-0216° F.) 
+ 0-008° C. (0-0144° F.) 
+ 0-004° C. (0-0072° F.) 
+o-oo2°C. (0-0036° F.) 

We have here, as the result of anger of short duration, a rise of 
temperature of 0"oo8° C. (0-0144° F.). 



Anger passing away. 
Anger entirely gone. 
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3rd Experiment. 

Examination of 3rd district, 4th tier, middle region, left side. 

+ signifies rise of temperature above starting point. 



Time from 


Rise 


of temperature. 




commence- 


(^ — 






ment of 


Deflections of Thermometric 




observation. 


galvanometer. values. 


Mental condition. 


At the end of 









6 minutes 


• +5° ■ 


+0-01° C. (0-018° F.) 


Had been engaged in con- 


8 


>) 


. +9° - 


+o-oi8°C. (0-0324° F.) 


versation of interest 


10 


j> 


. +10° . 


+ 0-02° C. (o-o36°F.) 


since the commence- 


13 


jj 


. +14° • 


+ 0-028° C. (0-0504° F.) 


ment of the experiment, 


14 


>j 


. +15° . 


+0-03° C. (0-054° F.) 


and was beginning to 
be irritated. 


17 


>) 


• +i5-5° 


+0-031° C. (0-0558° F.) 


Much vexed. 


ao 


» 


. +16° . 


+0-032° C. (0-0576° F.) 




22 


jj 


■ +» . 


"T )) n 




23 


» 


. +17° ■ 


+0-034.° C. (0*0612° F,) 


Conversation ended, but 


26 


jj 


• + » ■ 


1 » ») 


vexation continuing. 


27 


3J 


■ + „ ■ 


H" » )) 




30 


>S 


. +.6° . 


+0-032° C. (0*0576° F.) 




34 


>J 


. +i6-5° 


+0-033° C. (0-0594° F.) 


Vexation passed away. 


39 


>J 


• +,, 


■ + j» )) 




i3 


)) 


■ +iS'5° 


+0-031° C. (0-0558° F.) 




5° 


3) 


. +12° . 


+0-024° C. (0-0432° F.) 




55 


ii 


. +8° . 


+0-016° C. (0-0288° F.) 





In this experiment the temperature which had been raised 
in the first place by conversation, was further and decidedly 
increased by vexation, this increase being 0'024°C. (0-0433° F.). 
Moreover, in this case, after the complete disappearance of the 
mental disturbance, the temperature still remained above its first 
level at the commencement of the observation, falling only very 
slowly. 

We will next consider the cases in which anger of vexation 
has occurred during the comparison of two spaces. 
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Temperature of the Head. 



1st Experiment. 
Comparison of 3rd district, 4th tier, middle region, with 4th 
district, 2nd tier, posterior region ; both spaces on left side. 
+ signifies in favour of middle region. 
Rise of temperature. 



Time from 
comraence- 



t ^ 

Deflections of Thermometric 



mentofwork. galvanometer. values. 



Mental condition. 



Commenced reading aloud. 
At this point the subject 

became angry and the 

reading stopped. 



Anger passed away. 



At the end of— 

o minutes . 0° . 0° 

30 „ . +8° . +o-oi6°C. (0-0288° F.) 

3* „ . +9° . +o-oi8°C. (0-0324° F.) 

34 „ . +ia° . +0-024° C. (0-0432° F.) 

36 „ . +11° . +0-022° C. (0-0396° F.) 

38 I) • •^- !> • + 11 1) 

40 ), •+.,•+,, ,, 

42 „ . +9° . +o-oi8°C. (o-0324°F.) 

43 ,, ■+7" . +0-014° 0.(0-0252° F.) 

In this case the occurrence of anger increased the already exist- 
ing superiority of rise in the middle region due to reading, by 
0-oo8°C. (0-0144° F.). It will be noticed that the temperature, 
after the thirty-fourth minute, appeared to fall slightly. It was 
found, however, that no fall had taken place in the noddle region, 
but that the posterior region was rising in temperature as well as 
the middle region. Both spaces were, therefore, affected by the 
mental state, — the space of the middle region, however, in the 
greater degree. 

2nd Experiment. 

Comparison of ist — 2nd district, 4th tier, middle region, with 
5th district, 3rd tier, anterior region ; both spaces on left side. 

+ signifies in favour of middle region. 
— signifies in favour of anterior region. 
At the end of— 



r 


imutes 


0" . 


3 




+ 1° . 


4 




+ »° . 


S 


^ 


-1° . 


7 




0° . 


8 




+ 1° . 


9 




0° . 


12 




+ 3° ■ 


14 




-f4° . 



+0-002° C. (0-0036° F.) 
+0-004° C. (0-0072° F.) 
— 0-002° 0.(0-0036° F.) 

0° 
+0-002° O. (0-0036° F.) 

0° 
+ 0-006° 0. (o-oio8°F.) 
+ 0-008° 0. (0-0144° F.) 



Subject became much vexed. 



Vexation entirely gonei 
and subject commencing 
to read. 
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In this experiment, after the appearance of vexation, the tem- 
perature oscillated on both sides of zero. This irregularity was 
proved to be due to inequalities in the rates of rise of the two 
spaces from one moment to another ; both spaces were rising in 
temperature, but the rapidity of rise was alternately greater in 
each, the maximum rise being, however, in favour of the middle 



3rd Experiment. 

Comparison of ist — 2nd district, 4th tier, middle region, with 
3rd district, 3rd tier, anterior region, both spaces on left side. 

+ signifies in favour of middle region. 

Rise of temperahire. 

Time from , * ^ 

commence. Deflections of Thermometric 
mentofwork. galvanometer. values. Mental condition. 

At the end of— 

o minutes . o° . o° Commenced reading aloud. 

25 » ■ +7° • +0-014° C.(o-02sa°F.) 

Stopped reading ; much 
27 „ .+9° .+ 0-0 1 8° 0.(0-032+° F.) vexed. 

29 „ . +10° . +o-02°C. (0-036° F.) 

30 » • + II • + >i II 

32 „ .+9° . +o-oi8°C. (0-0324.° F.) 

35 „ . +8° . +0-016° C. (0-0288° F.) Vexation disappearing. 

37 „ . +7-5° • +0-015° C. (0-027° F.) 

Vexation entirely gone. 
40 „ .+3° . +0-006° C. (0-0108° F.) 

Here vexation increased the superiority of rise of temperature 
in the middle region already existing, by 0*006° C. (0-0108° F.). 

From the above experiments, and from others of a similar 
character, it would seem not unlikely that the comparative effect, 
on the temperature of different spaces, of anger and vexation 
follows a similar rule to that usually applicable to intellectual 
work and the particular kind of eniotional activity which we have 
principally studied.* 

* These possible effects of anger and vexation show the danger of trusting 
implicitly to results obtained on unknown subjects. For a considerable length 
of time the author was not aware that one of his most valuable subjects was 
liable to fits of ill-temper, which sometimes persisted for many hours. After 
having learned this fact, it was easy to explain discrepancies in results previously 
obtained, and — to a certain extent — to foretell the results of observations made 
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On two occasions vexation has occurred during experiments on 
the relative rise of temperature of the two sides of the head. In 
one of the experiments (examination of ist — 2nd district, 4th 
tier, middle region), the rise of temperature which ensued was 
greater on the left side by 0-003° C. (o'0054° F.). In the other 
case (examination of 3rd district, 3rd tier, anterior region) the 
rise was equal on the two sides. 

The effect of moderate mirth on the temperature of two spaces 
(3rd district, 3rd tier, anterior region, and ist — 2nd district, 
4th tier, middle region ; both spaces on left side) has been 
witnessed on four occasions ; it has consisted in a slight rise of 
temperature, — 0*003° C. (0*0054° F.) 'o 0-005° C. (0*009° F.). ; 
but with regard to the relative degree of this rise in different 
spaces, nothing has as yet been satisfactorily ascertained. 

In closing this, the last of the chief divisions of our investiga- 
tions, a few words must be said with regard to the application of 
the results given to the question involved in the second of the 
two ultimate objects of the researches as set forth on the first page 
of the Introduction. 

We have seen that all parts of the surface of the head — even 
when taken in such small subdivisions as those which we have 
adopted — show an increase of temperature during all kinds of 
mental work ; but that some parts are usually more active in this 
respect than others ; although, here again, the different parts 
seem to be able to supply each other's places, — the commonly 
less active part not unfrequently superseding its ordinary superior. 
This much established, we are at once brought back to the old 
question, discussed at the close of Part II, of how far the tempe- 
ratures of points of the outer surface represent the temperatures 
of points of cerebral tissue lying directly beneath them ; and the 
answer is, as before, that there is no certainty that the relative 

when the condition of the mind in question existed. One of two things is 
generally found in such cases — namely, either, that no effect at all is produced 
by mental work — probably because the subject cannot attend properly — or 
that the temperature /a//j — the degree of thermal activity attending the mental 
work being less than that accompanying the previous emotional condition. 
Of the risks of error in examining the relative temperatures of the different 
spaces under such circumstances, the examples given on pages zo2, 203, are 
sufficient evidence. 
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temperatures of small subdivisions of the outer surface represent 
with exactitude the relative temperatures of the underlying tracts 
of brain surface, but that it is highly probable that in the case of 
larger areas — such as, for example, the group of spaces specified 
as shovi^ing the highest rises of temperature — a definite relation 
exists betwreen the two classes of values : hence, the inference is, 
that — taking the rise of temperature as the best available measure 
of functional activity — the relative elevations of temperature of 
areas of a certain size of the outer surface, during mental exercise, 
represent with considerable correctness the relative degrees of 
functional activity of the corresponding underlying portions of 
brain surface. 
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Diagram 7. 

Points of the cerebral convolutions underlying some of the 
most important of the subdivisions of the surface of the head 
adopted in the present work. Figure 3 (from Bitot, ' Essai de 
Topographie Cerebrale'). 

S.F.P. — Fronto-parietal suture. 

S.R. — Fissure of Rolando. 

S.i.P. — Interparietal fissure. 

S.S. — Fissure of Sylvius. 

S.P. — Parallel fissure. 

S.F.i. — Internal frontal fissure. 

S.F.e. — External „ „ 

S.Pr, — Precentral fissure. 

aY, — Fourth frontal convolution [anterior ascend- 

ing parietal]. 

i_F_ — First frontal convolution. 

2.F. — Second „ „ 

3.F. — Third „ „ 

(J p_^ — Ascending parietal convolution [posterior 

ascending parietal]. 

L.P.s. — Superior parietal lobule. 

L.P.i. — Inferior „ „ 

i.T. 2.1\ ^.T. — First, second, and third temporal convolu- 
tions. 

A. — 5th. district, ist tier, anterior region. 

B. — 5th ,, 2nd tier .„ „ 
D. — 3rd „ 3rd tier „ „ 
G. — 4th „ „ „ „ 
H. — 5th „ „ „ „ 
I. — 4th „ 4fh tier „ „ 
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Appendix. i\i 

J. — 5th district, 4th tier, anterior region. 
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